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“DOMESTIC ENGINEERING” YOUR COM- 


MERCIAL REPRESENTATIVE. 


_ ——— 


In the early development of races of men through 


all ages, news of importance was passed from 
mouth to mouth and the body of local history was 
embalmed in human memory and preserved by tra- 


ditionary repetition. Tribal and racial relationships 


were not complex in those days. 


The interchanges ot commerce, the intricacies of 
barter, the introduction of phonetic writing, the in- 


vention of printing—all these combined made desir- 


able and possible the permanent recording ot 


creasingly diverse and complex human events. 


The newspapers in their earliest days ot develop- 
ment were teachers and advisers of their subscrib- 


ers on all current matters. The growth of nations 


soon crowded their columns with world news. 


tailed, trimmed and colored according to their dit- 
ferent policies. (reat industrial advances are now 
only noted paragraphically at the time of inception 
and completion, overshadowed ever by columns of 
record of divorce and murder, robbery and politics, 


profligacy and society news, war, rumors of w: 


Pr 


strikes, monetary successes and tailures. ihere 1s 
no room in the newspaper today for specific re- 


presentation of the world’s commerce with its hun 


dreds of ramifications and subdivisions. 


Hence the need of trade journals and their conse- 
quent existence. Of all professions, those devoted 
to plumbing, heating and _ ventilating—creators, 
heralds and guardians of national sanitation—should 
claim prominent places in the front rank of national 
worth. The interests of these trades have been 
carefully and efficiently guarded by “Domestic In- 


gineering” for nearly 20 years. 


Every man engaged in these industries has a per- 
sonal, a domestic, a commercial, a municipal, and a 
national interest. The personal and domestic in- 
terests of the plumbing, heating and ventilating en- 
cineer he guards himself. His municipal and na 
tional representation he delegates to the men of his 
voting choice. His commercial safeguards are the 
trade journals, the state and national associations. 





——— ve 
=e “ Cee 


ral 


eet sa Pee ey Ie” 


Piatra a 
ive s 


bar age 
ewe eet” <9 


wale 





_- 







a 
wi 4 


fe ne 





ae -* rT. pare gies 
Tene MG 






"ie 
































+ 


” 


ears 
Fo. 
tie 


; ; staaseitte® n 
or Lie we omhr va vill Se ang s 
sect ee nar en 


it anal 


- 





ones abe 





nll ae haps Don 


wigeer: Wy « Le 












_ ? Bae eh nee oy ? 
PE Tale, ng! RAPS 











256 DOMESTIC ENGINEERING Vol. L, No. 11 





These three safeguards are mutually co-operative 
and at no point in their action, 1f properly organ- 
ized and directed, can they ever be in conflict. The 
trade journals’ work is stimulative to associational 
erowth. “Domestic I:ngineering” has been a power- 
ful factor through all these years in promoting the 
welfare of the members of the associations and 
fostering their increase of membership. 

It is well for the subscriber of “Domestic net 
neering” at this time to consider the powertul influ- 
ence for good he acquires by his subscribing inter 
est. At a nominal sum he secures in his service the 
hollowing departments of valuable assistance: 

\ News Bureau, directed by trained minds, plac 
ne betore him in concrete torm the veneral and 
specific conditions of his industry the world over 

\ Technical Bureau which judicially and caretul 
ly selects contributions from experts in the plumb 
ing, heatine and sanitary professions, designed to 
clear up existing difficulties, to offer substitutions 
of short-cut for round-about methods of practice, 
and to point out possibilities of greater imdustrial 
i\dvancement. 

\ Purchasing Bureau in its advertising pages 
bringing him weekly into close and immediate touch 
vith all manufacturers and supply-houses of 1m 
portance, catering to the supply of his requirements 
for the principal and accessory materials and prod 
ucts demanded by any particular work in which he 
may be engaged. 

An Information Bureau to which he may resort 
for advice and assistance at any moment, and which 
by its “Questions and Answers” department, to 
cusses the attention of thousands of practical minds 
on the problem confronting him, and bringing to 
him by this method the concentrated wisdom ot 
their experience. ‘The vitality of this department 
of “Domestic Engineering” 1s evidenced by the 
space which it occupies each week, and we receive 
constant tributes to the valuable aid which it has 
rendered to the plumbers throughout the country. 

\ Sanitation Bureau, whose object is to force 
public recognition of the important part played by 
the plumbing, heating and ventilating engineers in 
the foundation, construction and perpetuation of ad- 
vanced national sanitary practices. 

\ll these advantages of commercial represen- 
tation accrue to you by virtue of Vour subsciiption 
to “Domestic Engineering.” Their fullest benefits 
can only be obtained by their intelligent apprecia- 
tion and use. We invite subscribers to test their 
efficiency of representation at every possible oppor- 
tunity and such co-operation can be but mutually 
beneficial in the future as it has in the past. 

——— 

T. A. Spencer, Council Bluffs, Ia., has moved his slumb 

ing establishment to 337 West Broadway, in that city. 









“WAIT A MINUTE.” 


| have read with much interest the article in “Domestic 
I.ngineering’ for January 8, 1910, on anti-siphon traps 
and the several replies thereto. W hile, personally, I am 
highly in favor of any advance in the science of plumbing 
design or of the simplification of the plumbing system, 
wherever such is possible, | cannot but echo certain por 
tions of various criticisms of the article. 

To my mind, it 1s not possible at the present time to 
make any definite determination as to whether the gen 
erally accepted standard plumbing system design includ 
ing all its various ramitications of vent-work, ete., can be 
simplified and cheapened with perfect safety, having in 
mind not only the non-entrance of sewer-air into a liv 
ing room but alse the proper ventilation and keeping in 
cleanly condition all the various waste pipes embraced 
within it. While it is true that several articles from men 
of unquestioned standing in sanitary lines, after much 
research. have done a vreatl deal to destroy the old super 
stition ot “death from sewer-gas,” the fact yet remains 
that within every city whose sewer-history dates back 
many years there are a large number of both public and 


house-sewers that are im more or less filthy condition, 


ind where, on account of insufficient flushing facilities, 


vegetable and animal matter is held and completes its 


putrefaction there to the possible undermining of the 
health of the tenants and the consequent inability to 
ward off any disease germs whether contained in sewer 


air or in the dust ot the streets 

| have absolute knowledge of at least one case of a 
mahgenant fever transmitted from house to house in which 
there was absolutely no other explanation therefor, and 
vhere cultures showed the germs to be present in both 
house: Rut although the trials for elimination of other 
auses were very complete and conclusive, | cannot but 
feel that there may be another explanation and IT hesitate 
to accept if as conclusive It is quite true the re-vent 
system as practised in the majority of cities of the United 
States is at best a cumbersome and expensive thing, but 
on the other hand, it is also true that, in the great ma 
jority of instances, where they have tried to simplify mat 
ters by ustne short unvented waste-connections with 
plain traps, and long unvented waste-connections with the 
<o-Called non-siphoning traps they have carried the sim 
plicity to an extreme, that possibly was never dreamed 
of by the original advocates of such construction 

\s regards non-siphoning traps | have never yet seen 
such an article. | have, however, seen traps that were re 
sealing traps but exactly in inverse ratio to their resist 
ance Of siphonage was their resistance also to self-cleans 
ing and other extremely desirable qualifications 

Kkchoing Mr. Bantllet’s caption “Wait A Minute” | beg 
to suggest that inasmuch as the whole question of sim 
plication of plumbing design is in the hands of a 
test committee yet to be appointed by the new president 
of the American Society of Inspectors of Plumbing and 
Sanitary Engineers, which committee will undoubtedly 
be men of unquestioned standing in the sanitary world, 
that this whole question is held in abeyance until such 
time as a sufficient amount of actual practical tests un 
der actual service conditions have been made to deter 
mine just what is the simplest system of plumbing con 
struction that can be installed with the greatest amount 
of protection to the inmates of the building, having in 


mind the use of either the present stvle of selt-scouring 
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traps now on the market, or some simplified form of t! 


~ 
various types of anti-siphon or re-sealing traps. 


| might add that a sufficient amount of test work was 


done by the old committee of the American Society of In 
spectors of Plumbing and Sanitary Engineers to indicate, 
that in spite of the various theories that had been formed 
by the advocates of both the extended-vent system ana 
the resealing-trap system, actually very little is known 
about the conditions to be met with in the average actual! 
installation and that it is necessary to begin at the bot 
tom and work up, rather than to form a theory and make 


the tests fit. [| wish that all of us who have the interest- 


ot not only the general plumbing trade but of the citizen- 
ot the country at heart. will take heed to M1 Baillet’s 
“Wait A Minute,” not only on account of certain heat 
say and theoretical evidence that he has advanced, but o1 
account of the expected results otf the labors of the com 
mittee above mentioned 

In conclusion let me ask: -Llaven't we had quite enoug! 
of theoretical discussion, theoretical tests and theoretical, 

vet a tew tacts 
\ Ro MeGonegal 


[nspector of Plumbing, Washington, DD. ¢ 
, — 


COMMENTS ON “VARIABILITY OF INTERIOR 
CONDITIONS IN SCHOOL ROOMS.” 


changes Cant we “watt 2 minute, ana 


Editor of “Domestic Engineering” In the lkebruary 
12th issue of yvour journal | notice an article by Mr. H. W 
Whitten on “The Variability of Interior Conditions 
School Rooms,” which conveys a very erroneous impres 
sion as to the conditions. 

Mr. Whitten desired some figures to show the amount 
of leakage of air into and out of school rooms 

The figures as given by him cto not show the conditions 
which existed as to the direction and velocity of the wind 
or location of the rooms. Neither do they show the con 
ditions under which the air was admitted into or taken 
out ot the rooms. His article does not show actual con 
ditions as to whether the room had been previously over 
heated and the mixing dampers in the supply ducts had re 
cently been changed to reduce or raise the temperature 
of the incoming air: whether the inlets from outside into 
the cold-air rooms were wide open and a strong breez 
blowing 1n or whether they had been partly closed by the 
janitors: whether the vent ducts (noted as erills) had been 
wide open and the full amount of heat turned on in the 
vent flues or whether there was a strong wind blowing 
which would increase the velocity of the air through the 
vent flues, or whether the vent dampers had been partly 
‘losed and the heat in the vent flues all shut off. 

The article states “one of the most glaring incon: 
sistencies is to be noted in the latter part of the table 
where we have an outside temperature of 43.5; an inlet 
66: temperature of room 73; temperature of grill 74; inlet 
volume, cu. ft. per minute 1,943; outlet volume 3.300." 

Had it been stated that the room had been very much 
overheated and the teacher had recently changed the mix 
ing valve to reduce the temperature of the incoming air; 
that the vent damper had beer thrown wide open and full 
heat turned on the vent flues and that a strong wind was 
blowing: also that the building was a wooden building not 
well built, it would not appear as quite such a glaring in 
consistency. 

There are other erroneous statements in this article 
which | will not take up at the present time 

Boston, Mass. Joseph \. \Loore, 

Deputy Chief of Inspection Department of District 
Police of Massachusetts. 
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THE NATIONAL-CONVENTION ARRANGEMENTS. 


Dehnite decision has been made concerning the dates 
of and the arrangements tor the 28th Annual Convention 
of the National Association of Master Plumbers ot the 
LU'nited States, to be held at Chicago 

The local Committee on Arrangements has selected the 
Congress Hotel as headquarters ot the National Asso 
ciation during the convention week fhe committee 
found it necessary to change the dates previously an 
nounced, June 21, 22 and 23 to June 28, 29 and 30, 1910 

The Orchestra Hall has been selected tor the holding 
of the sesstons of the convention We will mention that 
the Orchestra Hall 1s one of the leading halls in the 


country. It 1s conveniently located, two blocks trom the 
(‘Congress Hotel and easily accessible to all principal 
hotels in the City hose intending to attend the con 


vention are notified that there will be no change in hotel 
rates, which will be as follows 

Single room with bath, $3.00, $4.00 and $5.00 per day 
two occupying the same room, $5.00, $6.00 and $7.00 


Rooms without baths. single rooms. $2.00. $2.50 and $3.00: 


two occupying same room, $3.00 and $4.00, with bath 
oom privileges on each floor without charges 


\l] reservations Tor hotel accommodations must be ap 
proved by ©. J. Boyd, Chairman of the Local Hotel 
(Committee, 718 Schiller Bldg Plans for entertainments 


of the visitors and their ladies are well under way It 
has been decided by the local committee to give a ball 
in the Gold Room of the Congress Hotel on the evening 
of the last day of the convention. Plans are also unde 
consideration at the present time for other entertainment: 
in elaborate torms, details of which will be announced at 
a later date It has been definitely decided to have an 
extensive exhibit of plumbing, heating and _ ventilating 
supphes, 1t being the intention of the committee to make 
this a special feature of the convention fhe committee 
has secured a room 30x90 it. of the Mezzanine floor of the 
Orchestra Hall for this purpese and also additional room 
in the basement for the exhibitions of heavy machinery 
ind fittings, the high-class nature of the Mezzanine floor 
not permitting their installation on that floor. The rooms 
reserved for exhibit purposes have excellent light and 
ventilation and on account of their proximity to the city 

hotels and convention headquarters and their accessibility 
to the delegates will offer special inducement to those cd: 

sirous of placing their goods on display before the mas 
ter plumbers of the United States \l] applications with 
reterence tO exhibits hould he addressed ti Paul 
Recdieske. Chairman ot the Committee of Exhibits. or to 
the secretary, Peter M. Munn, 718 Schiller Bldg., Chicago 


->-so 


INDIANA PLUMBERS CONVENE AT GARY. 


(he members of the Indiana Association of Master 
Plumbers held their t4th annual convention in Giry, Ind 
About 50 were in attendance and the meeting was most 
profitable. The convention was honored by the presence 
of Walter D. Nolan, president of the National Association, 
and C. J. Boyd, an active member of the National Board 
of Directors The new othcers of the state association for 
1910 were: President, C. H. Maloney, Gary; vice-presi 
dent, J. G. Hayes, Indianapolis; secretary, John B. Burke, 
Gjary; treasurer, A. EK. Werkhoff, La layette 


->-s? 


OFFICERS ELECTED AT NEW YORK STATE MAS. 
TER PLUMBERS’ CONVENTION. 


The New York State Association of Master Plumbers 
held its annual convention at the Hotel Astor in New 
York City on Tuesday and Wednesday, March 8 and 9 
The meeting had an unusually large attendance and was a 
distinct success tn every respect The following officers 
were elected for the ensuing year: President, Fred | 
Kladd, Rochester; vice-president, John H. Moran, Albany; 
secretary, Louis J. Yauchzi, Rochester; treasurer, Chas 
\. Campbell, Watertown; National State vice-president, 
B. Joseph ©’Donnell. Delegates to the National conven 
tion in Chicago: John R. Sheehan, New York; F. | 
()’Brien, Brooklyn; Peter Schweickert, Bronx; I. L. Beyer 
and John F. Rogers, both of Buffalo. A complete report 
of the meeting will be published tn next week’s tssue ot 
al Jomestic le neimeering ~ 
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Interesting Features in One of Chicago’s Modern 
Hotels 


By Charles H. Denison 








At one of the most easily accessible corners in Chicago, 
the windy city, stands a huge structure of steel and stone, 
the La Salle Hotel 


la Salle and Madison streets it 1s within almost immedi 


| ocated on the northwest corner ot 


ate communication of the centers of business activity, 
while the “elevated” is quite within a stone-throw’s dis 
tance. Upon the ground, where this hotel now stands. 
stood formerly five substantial buildings, which were re 
moved to make a place for the huge hostelry 


The lia Salle is said to be the largest hotel ever con 


bedrooms are supplied with running water, both hot and 
cold. 

One feature worthy of note 1s that ther: are no stores 
in the hotel, the entire amount of space being given up to 


the use and efficient service of the guests. 


The Vacuum Cleaning System. 


\ vacuum cleaning system tor cleaning the rooms has 
been installed and a plant for ventilating gives a change of 
air which varies from four to fifteen minutes for each room 





Plumbing Work in La Salle Hotel, Chicago, Photographed while in Course of Construction. 
This illustration shows rough work of a bath-room and basins on the tenth floor. All floors from the third to the 18th 
are duplicates of this. The key to the figures in this picture is as follows: 1, ventilating duct just behind the rising pipes; 


2, re-vent from wash-bowls;: 3, fitting for water-closet: 4, 


fitting for bath-tub; 5 and 6, fittings for wash-bowl. Above these 


fittings, running horizontally may be seen an iron pipe which takes in the re-vent. 


structed under an original contract, and is twenty-four 
stories high (twenty-two above and two below the side 
walk ) 

The building covers nearly 30,000 square feet of ground, 
from street level to highest point it is 260 feet in height, 
and contains 7,500,000 cubic feet, representing an invest 
ment of some $6,500,000 for building and ground. 

There are in this building 1,072 guest rooms, one hun- 
dred other rooms being required for the dining rooms, 
servants’ quarters and various other departments. All the 


according to its size. The electric light plant, the refrig- 
eration plant and the engine room are located far below 
the street in the sub-basement and there is also in the 
hotel a great modern laundry, capable of turning out 
some sixty thousand pieces daily. 


The Plumbing System. 


We desire in this article to call attention to some of the 
plumbing features of this great modern hotel. The con- 
tract for this system amounted to almost $225,000 and was 
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done by the M. J. Corboy Co., Chicago. There were i tub weighs slightly over half a ton. The supply and waste 
Stalled 652 solid porcelain bath tubs and 1,167 solid por fittings of the kath room are hid trom view tn the shaft 

celain lavatories were set in; also 200 showers, 711 siphon- In the basement of the building may be tound the main 
jet closets and nearly 150 sinks toilet-room, im which are 20) siphon-jet closets and 
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Plan of Typical Pair of Bathrooms in the La Salle Hotel, Chicago. 
This plan shows precise arrangement of fixtures. It was prepared for us by the courtesy of the architects of the building 
Messrs. Holabird & Roche, Chicago It should be studied in conjunction with the other pictures accompanying this article 
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Plumbing Work in La Salle Hotel, Chicago, Photographed while in Course of Construction. 
Bath-reom lavout of rough work on the tenth floor. The key to the figures in this picture are as follows l, continuou 
vent-pipe; 2, waste-pipe from water-closet; 3, 2-in. re-vent for closet; 4, capped supply-pipe; 5, fitting for wash-hasin: + 
fitting for water-closet; 7, hot and cold water-supplyv pipe: 8, drum-trap This is a three-fixture bath-room 





We show herewith a plan of a typical bath room in the 12 lavatories. This does not by any means constitute 
hotel and will further state that the tubs Vary in leneth the supply Ot toilet rooms, for Im various convenient place 
from five to five and one-half feet and that each porcelain throughout the building are 10 other toilet-room for 
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accommodation ana each ()] t] — has anywhere from > 


to 20 siphon jet closets, while the urinals are solid porce 


lain. On each floor there are two public bath rooms tor 
the guests’ convenience. The plumbing system 1s sup 
plied by two mains. One of six-in., while the other ts 
rowr moon diametet We learn that there are 52 stacks in 
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for the rest ot the building above the tirst tloor and the 
third system is held in reserve for emergencies 

The architects for the bwilding were Holabird & Roche, 
Chicago, to whom, with M. J. 
(Charles 


ing. the writer is indebted for valuable 


Corboy Co., Chicago, Henry 


and Kdw. Calihan and Riger, toreman of plumb- 


information given 





fitting for wash-bowl; 6, drum-trap 
efficient plumbing inspectors. 








Plumbing Work in La Salle Hotel, Chicago, Photographed while 


This picture shows the rough work unie; ceiliig and above the floor, as well as 
shower supplies—on ihe tenth floor. The avcrangement on all floors from the third to 
the 18th are duplicates of this The key to the figures in this picture are: 1, hot and 
cold water-pipes; 2, main vent-stack; 3, shower supply-pipe; 4, branch vent-pipe; 5, 


The gentleman in the picture is one of Chicago's 








in Course of Construction. 








the building comprising the soil, vent and waste pipes. 


We show the accompanying illustrations and 


will add that the waste pipes are four and five 1n. 1n 


several in 
size, 
while the vent pipes are four in. in diameter 

For the purpose of supplying hot water to this immense 
()ne 


huilding there are installed three separate systems. 
for the part below the first floor, while another does duty 


Thus more do we see the enterprise and energy 


Think of it! 
is a whole good-sized town in one building and nearly 


once 
shown by the people of our country Here 
every room in that town scientifically heated, ventilated 
fitted the latest, best 

‘ : : . P 
In-an ordinary town, consisting of the same 


and out with and most sanitarv, 


plumbing. 
number of inhabitants which could be sheltered unde r the 
( 
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root of this great modern hotel, there might perhaps be THE PLUMBERS AND THE DAILY PRESS. 
plumbing to this great amount of from $10,000 to $25,000, -— 
. . . " . > ] " ; Y<cy 1 ¥ - 1, " ‘rr F ’ ‘ | 
while in the Hotel La Salle the plumbing as stated amounts lhe tollowing clippings from the country’s newspapers 
| will be of interest to our readers and we would be glad 
to nearly a quarter of a million dollars, and this may be re arr Ss agp } — 
- ' sis oo to receive comments or criticisms on the value of the atti 
garded as one oO! the signincant epochs which marks the tiie ot these papers 11) the mMmatte&rs mvolved he ‘lip 
vgreat advancement in the craft of plumbing, one which, pings are presented to you as printed verbatim 
while the craft remains, none the less ste@nificantly shows 
: | ; Defies Board and Must Pay Penalty. 
that the business is also distinctive -when quarter million ee _ ' 
wer ; Because he detied the board ot health and questioned 
- a“ "te . * . «| . 
contrac can be obtaine: the authority ot Plumbing Inspector Yackley to make 
too suggestions about the manner in which hits plumbing 
PITTSBURGH AND VICINITY. should be installed, a property owner on the West Side 
has been ordered to tear out all his plumbing lhe work 
Indications are that several new othce buildings will be will all hav to be replaced in samitarv manner and 
erected in the downtown district of Pittsburgh during pproved by the imspector 
the coming summer, although to the layman it would Inspector Yackle, took tile Mmrmaittet rebar Solicitot 
appear that there is an abundance ot such buildings now Breene and was advised to prosecute, unless the regula 
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Plumbing Work in La Salle Hotel, Chicago, Photographed while in Course of Construction 
One more view of work on the tenth floor. The figures ir this picture show l, vent-line; 2, vent-pipe, close to It so 


pipe; 3, drum-trap: 5, fitting for water-closet; 6, hot and cold water-pipes 


But, no sooner does a new skyscraper go up than it 1s tions of the board are complhed with lnasmuch as the 
tilled and it does not appear to drain any of older build offense is the tirst of the kind that has come before the 
ings. With several large contracts like these let. the new board, the name of the property owner was withheld 
various trades will have ample to do during the season by the board of health until he has been given a chane: 
Building operations last vear were better than generally to come to time... Dayton (O.) News, Feb. 23. 1910 


supposed, but the largest of the ottce building character 
was the erection of the large Henry W. Oliver Building, 


. PP Planning F ‘ fo in spector. 
which is described as being “four stories under ground, 7 g Fee System for Plumbing Inspector 


twenty-eight in sight and two on the roof and out of For the purpose of placing the plumbing inspector's 
sight. At an early date “Domestic Engineering” will de office on a fee basis, with a view of making that office selt 
scribe at length a number of new features which have been sustaining, Commissioner Dies has started draiting Aan 


Incorporated in the construction of this new block ordinance tor presentation to the city commissioners 
a The idea is to require permits for all plumbing work 
which 1s done in the city and to charge a small fee tot 





The contract for the plumbing that will be required 1n 


e 7 : a - At T7- . ’ "Ee & , - i } ly “ y arvoe , P ls ee 

the new stables and wagon storage houses for B. White ach yo eee , eo +. pes UT: be charged Fel P 

. . : . . ty S YU 5 ent Sc ‘¢@ ? 
at E. Ohio and Sandusky Sts., Pittsburgh, has been award ce ie 1 PUNE ESCs in.) Scimitar, Feb. 21, 

"ex . . . “Tk ‘) ) 

ed to the Weldon & Kelly Co., in that city. The contract “i 
will require about 20 fixtures. The Weldon & Kelly Co. , 
has also been awarded the contract for the elaborate Plumbers Applications Will Be Investigated. 
plumbing system that will be installed in the handsome lo avoid chicanery the sureties and qualifications of each 


new residence that is being built at Ridge and Grant Aves plumber will be investigated by the board of health hers 








DOMESTIC 


atter betor license or certificate to work in the city 1s 
granted. Plumbers are required by ordinance to give bond 
for $1,000 when granted licenses In some instances the 
ordinance has been complied with formally, but in reality 


if 


it was found that the plumber was very little more respon 
ible financially or professionally than he would have been 
without the bond or license. Rigid investigations will be 
made hereatte: Dayton (O.) News, Feb. 23, 1910 


Plumbers’ License Constitutionality to Be Tested in Court. 


7 


Constitutionality of the plumbers’ license ordinance, re 
cently passed by council, is to be tested in the courts. City 
Sohiecitor Weinland probably will enjoin City Auditor Cain 
and ‘Treasurer Smith from issuing licenses or receiving 
money under provisions of the ordinancce until its validity 
is established 

The measure has been declared unreasonable and there- 
fore unconstitutional by Attorney M. FE. Thrailkill, repre 
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nowise improves the sanitary conditions of the city. This 
city has a strict code of plumbing regulations and a plumb- 
Ing inspector, who Inspects every job, so that an exam- 
ination such as is given by the board seems a good deal 
of a tarce. 

The latest action taken by the health board by which 
they refuse to issue licenses, except to those who have 
passed examinations and not to the combination hardware 
and plumbing house, which has a licensed plumber in its 
employ, was ill-advised and misunderstood by the board. 
| believe the abolition of the examining board will be the 
result. \. F. D. Dellenbaugh. 

Lorain, QO. 

+e 


NEW PLUMBING BOARD FOR NEW YORK CITY. 





Mayor Gaynor of New York City has removed the ap- 


pointive members of the Examining Board of Plumbers 


=eaw ** 
cer 


i: 
* 
: 
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Plumbing Work in La Salle Hotel, Chicago, Photographed while in Course of Construction. 


This picture shows the main stack connecting into & in. which passes through the roof. 1, 2, 3, 4 and 5 designate 
miain Stacks connecting into & in. pipe. The connecting of these main stacks into one pipe was necessitated by the fact that 
the banquet hall is directly above (on the 19th floor) and Stacks conld not be carried == straight through the hall. 


the workmen shown in the picture are not plumbers. (See 


senting fifteen members of the plumbing trade. He said 


y¢ sterday many plumbers, engaged ina limited business. 
could not survive compliance with the conditions of the 
ordinance Master plumbers are required to furnish a 
bond of $3,000; pay $50 examination fee to start in the 
business, or $25 to continue in it; pay tor a license as a 
sewer man and for another as gasfitter; finally, pay a 
vehicle license fee for hauling material 

This series of requirements, according to Thrailkill, who 
called on Mr. Weinland yesterday, would drive many ot 
the trade out of business.—Columbus (Q.) Journal, Feb 
25, 1910 


Was the Health Board Right? 

Editor “Domestic Engineering”’:—Your favor of the 24th 
it hand with reference to our Board of Plumbing Ex 
aminers, There are many who believe that the existence 0} 
the board is a useless expense to the city, as the board in 


Article on Pa res 858 to 61.) 


and named the following to take their places: Ldward 


Murphy, 308 East Forty-first St., a master plumber; Ed- 
win Hayward of Tilden Ave., Brooklyn, also a master 
plumber, and James J. Donohue of 302 West Forty- 


seventh St., a journeyman plumber. 


NEW PLUMBING INSPECTORS. 


Michael J. Mooney has been appointed plumbing in 
spector at Syracuse, N. Y., and Charles Dussing assist 


ant plumbing inspector. The remuneration attached t 
these positions is $1,100 a year tor the plumbing inspecto: 
and $3 a day for the assistant inspector. The appoint 


ments are only temporary, as the positions are governe 
by civil service, but it is stated that if their work is satis 
factory and they secure a rating sufficiently high at 
examination soon to be held, their positions will be perma 
nent 
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CAMDEN MASTER PLUMBERS’ BANQUET. 

The Master Plumbers’ Association of Camden, N. J., 
held its annual banquet and theater party on Friday 
evening, February 25. The banquet was served at East- 
lack’s, Broadway and Walnut St. The dinner was a very 
elaborate affair and it was followed by a box party at the 
Broadway Theater. The event was voted one of the 
most pleasant in the history of the association. 


->-?> 
DETROIT MASTER PLUMBERS’ MARCH 
MEETING. 


(he Master Plumbers’ Association of Detroit, Mich., 
held its regular monthly meeting on Thursday evening 
March 3rd, and elected delegates to the state convention, 
which is to be held at Jackson, Mich., on Wednesday and 
Thursday, March 30th and 31st. The delegates elected 
were: Otto Wurm, James Partland, Wm. Blum, John 
W. Drury, John White, Arnold Hassig, N. Boosey, C. P 
Tietze, Sam Graham, Jos. FE. Lee, J. J. McGinnis, P. C. 
Steiner, McEwen, and Burns. Alternates: J. J. Doyle, 
Wm. Woods, Sam Fisher, Harry May, F. C. Sherwood, 
Pete Youngblood, Wm. Merbach, Paul Burau, Frank 
Mohr, Chas. B. Brown, Alex. Maxwell, Wm. C. Teagan, 


Plannigan, Frank Powitersky 
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Atter the close of the business session, Wm. G. Wil- 
liamson, plumbing inspector and sanitary engineer, re- 
sumed his explanation of the new plumbing ordinance, 
which was appreciated very much by the members. The 
delegates are looking forward with pleasure to the state 
convention in the expectation of an enjoyable and profit- 
able meeting 

The Ladies Auxiliary of the Detroit Association is plan- 
ning to hold its annual social in the near future, which 
like all its predecessors is bound to be a most pleasant 


success. The ladies expect to see all their members in 
attendance on this festive occasion. 
—- 


CHICAGO SOUTH-SIDE PLUMBERS ORGANIZE 
PLEASURE CLUB. 


Saturday evening, March 5th, quite a number of lead- 
ing South-side master plumbers met at McNally’s hall, 
corner of 47th and Halsted sts., Chicago, and organized 
the South Side Master Plumbers’ Pleasure Club. The 
officers elected for the ensuing year are a s follows: 
President, Wm. Hanrahan, 807 35th st.; vice-president, 
I. J. Dillenburg, 1409 W. 51st st.; secretary, Joseph Kil- 
leen, 5845 S. Halsted st.: treasurer, C. A. Dreier, 707 E. 
‘7th st.; sergeant-at-arms, J. Kelley, 2036 W. 35th st. 
kxecutive committee, Chas. J. Boyd, Harry Nacey and 
M. L. Mandable. The new organization starts out with 
125 members and will hold meetings twice a month. 
Among those present who assisted in launching the new 
club were E. C. Wagener, ex-president of the North and 
West Side Master Plumbers’ Club. The new club plans to 
follow the lines which have made the latter club such a 
prominent success. 


>-s?> 


CONVENTION DATES. 


Mar. 14, 15 and 16, 1910—Annual convention of the 
National Association of Jobbers of Wrought Pipe and 
Fittings, at the Fort Pitt hotel, Pittsburg, Pa. The of- 
ficers of the association are: President, A. E. Ford, Phila- 
delphia; first vice-president, C. H. Simmons, New York 
City; second vice-president, O. F. Felix, Pittsburg; treas 
urer, C. G. Cornell, Jr.. New York City; advisory secre 
tary, T. James Fernley, Philadelphia; secretary, Thos. A. 
lernley, Philadelphia 

Mar. 16 and 17, 1910—Spring meeting of the National 
\ssociation of Brass Manufacturers at the Hollenden 
Hotel, Cleveland, O. Commissioner, Wm. M. Webster, 
Schiller Bldg., Chicago 

Mar. 22 and 23, 1910—The annual convention of the 
Missouri State Association of Master Plumbers, at St 
Joseph, Mo. Headquarters at the Hotel Metropole. The 
officers of the Association are: President, Wm. Ryffel, 
3500 Easton Ave., St. Louis, Mo.; 1st vice-president, R 
P. Davidson, St. Joseph, Mo.; 2nd vice-president, Dan Bol 
ton, Webb City. Mo.: secretary, Wm. Schwehr, Jr., 828 N 
Sth St., St. Louis, Mo.: P. Carroll, St 
Louis, Mo 


\ 


treasurer, James 


Mar. 23. 24 and 25, 1910 —The 13th annual meeting ot 
Viontana Master Plumbers’ Association, at Alhambra Hot 
Springs, Mont Headquarters at the Sunnyside Hotel 
The officers of the association are: President, R. D. Stock 
ing. Billings, Mont.: vice-president, D. Hl. Budd, Bozeman 
Mont.: secretarv-treasurer, Theodore \. Tlarker, Lavine 
ston, Mont 


Mar. 28 and 29, 1910 Annual convention of Kentucky 
Master Plumbers, at Newport, Ky 


State Association 


Officers of the association President, Tacob Isaacs, 101 
Fe College St.. Louisville. Ky.; secretary-treasurer, Gi 
I’. Roser, 308 Third St. Louisville, | 

lune 28. 29 and 30, 1910 Che 28th annual cor 
of the National Association of Master Plumbers, in Chri 
cago The officers of the association are President, 


Walter D. Nolan, 721 14th St., N. W., Washington, D. C 
vice-president, A. Selden Walker, 341 Main St., East 
Orange, N. J.; secretary, Samuel Artz, 3028 M St., N. W., 
Washington, TD. C.: treasurer, William MeCoach, 1607 
Sansom St., Philadelphia 
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WANTS INFORMATION ABOUT CITY REGULA- 
TIONS OF EXCAVATIONS OF STREETS. 


«itor “Domestic Engineering” The street department 
1 the city government of St. Louis has recently had a 
law passed providing that all plumbers who do excavating 
in public thoroughfares must have a deposit in the city 
treasury of $100 for every 75 feet or less that may be 
excavated. This amount to be pavable to the street de- 


partment in case of tatlure to put the street pavement in 


proper condition after the sewer work has been finished. 
Chis law went into force March 1, 1910 

\lany master plumbers are of the opinion that this law 
is too severe and they object to having this amount idle, 
as far as they are concerned, and yielding interest only to 
the city. 

[ would like to hear from different cities concerning 
their rules relative to street excavations, with the end in 


o draw up a set of equitable 


—s 


view that we may be able 

regulations that would protect both the public and the 

plumber a 
St. Louis, Mo 


“Domestic Engineering” will be glad to publish in con 
densed form the leading cities’ rules on this poimmt and 
we trust that some of our readers will send us this intor 


mation in the near future 
——— 


WHERE SHOULD HE GO? 


I-ditor “Domestic [Engineering”’ | have taken “Do 
mestic Engineering” for some time and I| can say it has 
heen very interesting to me | always look forward to 
the next copy with pleasure 

| desire to ask a few questions, and do not know 
vhether it is out of your line of business. | am a young 
man in business having had three years’ experience in 
the plumbing business | desire to know if there 1s a 
town or small city which would be suitable for a man to 
conduct a business. We are licensed plumbers and _ or- 
vanized, and in a few weeks expect to become members 
of the state organization. Through my own experience 
and others who are old-timers in the business, | feel very 
much disappointed in the present outlook for prosperous 
years in the building and jobbing work. 

\ny information as to how a man would gain this in- 
formation will be gladly received C.V 


New York, Feb. 28, 1910. 


\nswering your letter of February 28, we presume that 
you have sufficient capital behind you to start in busi- 
ness elsewhere. When we say capital, we do not mean 
merely enough money to open up the store in a small way 
and pay the cost of rent and lighting. There should al- 
ways be in sight enough reserve funds to carry on the 
business for at least one year without making a cent. 
Too many businesses have been ruined by enthusiasm 








minus the cash. Cash and enthusiasm make a mighty 
good team if knowledge is the driver 

As regards location, we would suygyest that you write 
to the different industrial departments of the different 
railroads, asking them for their lists of business oppor- 
tunities. These they keep up-to-date and are obtained 
iree of charge, and should give you a comprehensive view 
of the situation. When you get these lists, I would call 
your attention to Oklahoma as being a state with a rap 
ily expanding business and affording an excellent op 
portunity for a business man with youth, practical experi- 
ence and attention to detail. 

You would then be able to write to four or five of the 
boards of trade or commercial clubs of these different 
cities and obtain full information concerning plumbing 
possibilities in the town in question. We simply make these 
suggestions as being along conservative lines and worthy 
of your attention. 

Perhaps some of our readers’ may be able to furnish 
you with information on this subject and we publish your 
letter and our reply in the hope of obtaining further 


opinions 


THINKS STEAM-FITTERS SHOULD PASS AN 
EXAMINATION. 





editor “Domestic Engineering”: I am heartily in ac 
cord with “Kentucky,” whose letter appeared in the issue 
of eb. 12. There are certainly plenty of reasons for re 
quiring steam and hot-water fitters to have a license and 
Referring 
to the injury to the craft, will give my experience in this 


pass an examination as to their competency. 


locality. | have a competitor who has had absolutely no 
experience in steam or hot-water heating (nor plumbing, 
either, for that matter), vet he has a sign over his shop- 
But when a job 
comes along he 1s compelled to depend upon the repre 


door reading, “Plumbing and Heating.” 


sentative of a manufacturer of boilers and radiators to 
make the estimate for material, size of boiler and amount 
of radiation required, the labor and profits being added. 
This last item 1s made so low (provided he has competi 
tion) that no sane man would accept the job at the price, 
but if he can make $2 a day on the contract all told he 
thinks he is getting rich, for should he decide to quit the 
business and hire to some one he could command only 
laborer’s wages. During the past season this man installed 
tive hot-water heating plants, not one of which has given 
satisfaction. because they were installed without any re 
gard to well-known heating laws. Now these people all 
condemn hot-water heating, saying: “It takes too much 
coal and my house was not warm. I believe a hot-ai 
furnace is the best, or I’d rather have stoves.” 

Every member of the craft knows what effect that kind 
of talk has upon prospective purchasers of heating plant: 
A great many people will not stop to inquire what th: 
causes of the failures were, but take for granted that ho! 
water is no good for heating a house. Now all this 
brought about by one incompetent workman and a f 
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penny-wise customers. that because this 


man's price was a few dollars below the competent man’s 


They thought 


they would save money by awarding the contract to the 


lowest bidder, and instead of saving money they actually 


lost money and more than ihe difference in the two bids, 


because (in one case, at least) they burned three times 
as much coal as a job of that size should consume and 
yet had very little deat One of these jobs actually 
froze up while being fired this winter. Of course, they 


got what might be expected, but what is the effect of such 
fitter 
Every one of these people has triends that can be 
influenced by 


work on the chances of a legitimate getting bust 


ness? 
the in 
least the 


these disappointed purchasers, and 


jury is incalculable. If every steam-fitter, or at 
contractor, superintendent or foreman was required to pass 
an examination it would stop some practices that are very 
to the craft at the 


workman It 


would w eed out 
the 


people outside the trade buying their own material, and 


detrimental large. lt 


mcompetent would stop practice ol 
then hiring the village blacksmith or 
install it. 


more 10 


other handy man to 
The effect of these practices are perhaps telt 
the the 


Whoever saw 


rural communities than in larger cities 
the village that did not have trom one to a 
nothing more 
thie 


by all means let us 


dozen plumbers, even if they have done 


than to help some one cut a thread on lon 
the craft 
have a standard for plumbers and steam-titters. | 


a pipe? 
betterment of conditions of 
hope 
that 


every master plumber and master steam-fitter will 


give his aid in securing a law to an examination 


both W ould be 


discussion of this subject 


require 
pleased to have veneral 


the 


for trades. 


through columns of yout 


paper. let's have concerted action by the time the next 
Indiana legislature meets. 

Owen Co., Ind. Spencer 
->-? ' 


SHOP BOY VS. TRADE-SCHOOL BOY. 


editor “Domestic Engineering:” | notice in your new 


‘ 


department, “Business Management,’ some very interest 
ing questions brought up for discussion and at this time 
| will give my experience with Question Five which re 
Four o1 


lated to the trade-school boy vs. the shop boy 


five years ago | was working in a certain city in a shop 
and the son of the man who was running the shop started 
Ile be 


came dissatistied and his father decided to send him to a 


out to learn the plumbing and heating business. 


place where they turn out full-fledged mechanics in six 
months. The boy went and in about that time came 
home and started in to run things. Well, we had to go 


up against an old fellow as a competitor who had been 


in the business for years, and the tather sent his son to 
igure and bid on a job against this old scout. This 
trade-school artist tound out what the other tellow’s lig 
ures were and said at once to the customer: “Why that’s 


roboery. We'll do the job $100 cheaper and be glad to 
have the chance.” Needless to say he got the job. 

Vow old had 
the job rather low and when the job was done the shop 
was out about forty cartwheels. 


it so happened that this sly guy hgured 


This trade-school mechanic did not have a chance to 
exhibit his brillaney again for a long time. 
| simply object to the idea that any one can learn this 


We have 
their lives, 


months. who have 


all 


four or six 


this 


business in 


worked at 


Tle dh 


business and they admit 


that they can learn yet—and they are good mechanics, 
too. To send a boy from eighteen to twenty or more 
through any school in six month’s time and turn him 


out as a full-fledged mechanic seems to me to be assum 


ing a whole lot more than can be done. But I will not 
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kditor “Domestic [Engineerine” In reading vour « 
larged and greatly improved paper | came across an 
count on page 192, in the issue of February 19, 1910, « 
titled “When the Master Plumbers Struck,” telling 
a group of plumbers in Aberdeen, Scotland iused 
bid on town-work because a tirm not in the Masters’ 
vanization had been invited to submit bids, the result 
Which was that the council finally accepted ry 
others were tendered 

Now tt strikes me that these masters got the cart be 
hore the horse, applied the remedy hainel ene th ) 
so to speak 

In tact, they acted very much lke a bunch of kids wl 
hecause they could not have thines all their ow A 
went into a corner and sulked 

Chis vahant bunch of masters would not bid because 
non-member submitted a bid They desired to be = sh 
out entirely. There are two sides to every question 
it would be very interesting to know the other = side 
this story. 

Possibly they did not dare to tende bya Perhaps 
that “open shop” could turnish the work less figure 
Who knows? 

fo my mind the city council acted | tly ‘right 
iwarding the contract to the only bidder 

The rob ()] yobs Were advertised incl 1! thre ooliwsh 
inasters wanted to cut their throats why nobody was h 
by the spite exhibited but themselves 

lhis is one of the sheerest sampl t shortsighted 
spite that [ have seen tor some. time | do not behev 
that the miaistel plumbet ‘) tiie lnited States ( ‘ 
foolish. Both union and non-union contractors have bid 
on government work and | have ei both ope nal 
closed plumbing and heating jobs i ’ 
time on Government reservations 

| may be wrong in my opinion, but think that the 
matter would have been handled ditferenths the | teal 
States 

| dont beheve that “bunch” of shop liv oO 
towns or cities would have hune out vethe nel ore 
lused to bic (1) the work beg it) ‘) Op ot] thie 
told had submitted a = bid from what h ee) 
SOoTD places helreve that they nuit put t| 
heads together and pourt ahh seonnne bac vhich ld h f 
made that lone shop hit right smart clip he | 
to keep up with the procession \t any rate, I'd be w 
Ing to wager half a dozen “Pertectos” that the bovs would 
not have gone on a sulk (not strike) and re Alt 
n the work tendered 

li | am wrong in my opinion | shall be ly too acl 
to be shown when. wl mal where by ali ( whe ! iy 
read these few remark- 

Syracuse, N. \ Oneida 
+o 
AN APPRECIATIVE LETTER. 

editor “Domestic lLengineerine”™’ rite to 1 i! 
tor the assistance given and the interest shown in answet 
Ing my question, “Why the Coil Reverses, hich ap 
peared in your February 12th issu lt isa good iy to 
spread knowledge and obtain the different views of the 
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HOW MAY THE DRAFT IN A CHIMNEY BE 
MEASURED? 


Ikditor “Domestic Engineering’: Will you be kind 
enough to tell me in what manner the intensity of the 
draft in a chimney can be measured? Why does a cold 


chimney have a strong draft sometimes? Yours truly, 


Buffalo, N.Y Main. 

[In such a case as mentioned the draft may be measured 
by what 1s called a water gage. This consists of a tube 
of glass shaped like the letter U and open at each end. 


One end of this apparatus terminates in the chimney. 
There is a difference of pressure between the air in the 
chimney and the outside air. This will be shown by the 
pressure of the heavier air upon the water which 1s in 
the glass tube and the intensity of the draft may be de 
termined in inches trom the scale upon the apparatus. 

\s for draft being shown in a cold chimney the air at 
the top of the chimney 1s colder. The warmer air at the 
base enters the bottom of the chimney and rushes to 
the top. 

THAT “SWEATING CHIMNEY” AGAIN. 

I-ditor “Domestic Engineering Referring to my com- 
ment on the “Sweating Chimney” in last week’s 1ssue | 
feel that I omitted one important item. Your corre- 
spondent should so adjust his mixture of gas and air at 
the mixers as to obtain a blue-green flame, and place in 
the tire-box oven burners fire brick and patent incandes 
cent fuel which when red or white hot according to the 
heat, will help to cause a perfect combustion. These bricks 
must be placed in such a manner as not to obstruct the 
flame too much, being crossed and recrossed with ad Space 
between each brick. A little air must also be allowed to 
enter through the feed door of the furnace to help com 
bustion in dome of furnace. 

This perfect combustion will dispose of gases that would 


ipe to chimney and there condense when 


therwise esca] 


they strike the cold surface. 
Trusting these remarks wll be of benefit to your sub 
scriber, | am, yours truly, Chas. H. Dawson, 


Bellevue, Ohio 





ee 

REGARDING NOISE CAUSED BY CITY WATER- 
WORKS. 

Iditor “Domestic Engineering”’:—In your issue of Jan 


15, 1910, | noticed a complaint regarding noise caused by 
city water-works pumping stations. I will relate a littl 
experience of my own regarding this annoyance 

In a town | am acquainted with the pressure is about 
120 Ib \ large college on a hill is supphed from the 
main and in one separate building there are four flush 
ometer closets connected on a 2-in. galvanized main. 


which every time a closet is operated made a snapping 





| 
; 
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Iso. on the houler 


noise not only in that building but a 
room, 100 ft. away 

setween boiler-room and the other building tn which 
the closets were, the pipe was 3'% ft. underground. 

In the boiler-room the pipe would sway four inches 
each way every time. | suggested an 18-1n. air-chamber 
of 14%-1n.galvanized pipe near the first ctoset. We tried 
it and never had any more trouble whatever. 

Another instance I call to mind was where a steam- 
heating plant was attached to a 3-1n. main. 

Every time the pump worked rapidly, which it often 
did, one could hear every stroke of the pump in a resi- 
dence two doors away. A 1'%-in. air-chamber two feet 
long was put on and no more noise has since been heard. 


Trusting these notes may be of interest and benefit to the 
craft, | remain, Yours truly, 

Wilkesbarre, Pa. P. B. 

<-> 
WANTS TO KNOW HOW MUCH COAL A CERTAIN 
PLANT SHOULD REQUIRE. 

Editor “Domestic Engineering’:—I would like to get 
some information on the following questions: What 
would be the estimated amount of soft coal, running about 
13,000 B. T. U. per Ib., that should be used with intelli- 
gent firing per sq. ft. of grate in two sectional cast-iron 
steam-boilers, hitched up in battery, with full six-inch 
opening, connected together and tied into an 8-in. drop 
header with a 2%-in. equalizer pipe and bleeder, and con 
nected to a 4-in. return header? 8,000 sq. ft. radiation is 
supplied from this plant. All mains are covered with 
asbestos sectional covering, and are run under floors in 
a brick tunnel 3 ft. 6 in. by 5 ft. What would the amount 
be, based on a 2 Ib. gage pressure; also the amount, if 
run at 5 lb. gage pressure and at a 10 lb. gage pressure 
Smoke pipes are full size of collars on boilers and are 


~ 
- 


increased to 30 in. at point where boiler is connected to 

smoke pipe. Chimney is about 55 tt. high and it 1s 38° 

in. by 32 in., developing an excellent draft. 
“Information.” 


\iter having looked this matter up, we are able to stat: 
that the most comprehensive results at hand seem to be 
Prof. Carpenter’s. In his book on “Heating and Vent 


lation of Buildings” we find that ‘ghe amount of coal 


burned per sq. ft. of grate per hour varies in large powe! 
plants, with the varying conditions of coal and draft fro 
15 to 30 Ib.. but under the usual conditions of hous 
heating boilers, it varies from 4 to 8 lb. per hour.” It 
further stated that if we burn on one sq. ft. of @1 
+ Ib. of coal per hour, on this basis, we find that f1 
115 to 140 sq. ft. of steam radiating surface per hour 
be supplied. For the 8,000 ft. of radiation you have 
mind this would indicate a required grate surface so 


-—~ 
‘ 


where hetween 57 and 69 sq. ft. If vou will figure up 


the grate surface on the two beilers, you will find that 
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there is 58 4/11 sq. ft. Regarding the amount of coal! 
which would be burned per hour at 2, 5 and 10 Ib. of 
steam, we should not care to give a direct opinion at 
this time because of the many experiments being made 
[f you haye access to this plant, at a convenient time in 
the tuture, we would suggest that you make the test. 
keeping careful account of the amount of coal burned at 
the various pressures, and also try to give the plant a 
One or two hour test at each pressure. We are trying to 
get at results, and you can assist us very materially in 
the matter if you are in a position to make this test. 
t+oe 


SAYS CEMENT EXPANDS. 


iditor “Domestic [ngineering” In “Questions and 
Answers,’ the question was recently asked “Does cement 
expand?’ My answer is: Most emphatically yes, it does, 
when you set closet bowls in it. It will expand sufficient 
ly to break a closet bowl every time. It is said that if a 
liberal proportion of sand be used there is little danger of 
breakage, but as there is little actual need of using cement, 
] have not been willing to make the expxeriment 

Pittsburgh, Pa. A. J. Dee 

e+e 
VENTING HORIZONTALLY? 


editor, “Domestic kngineering”: In looking Over Vou 
, 


issue of May Ist, 1909, page 130, I noticed the roughing-in 
work for a double battery of 16 water-closets and noticed 


Ree. 





ts 
~ <. 


Fig. 1. Roughing-in Work for a Double Battery of Sixteen 
Water-Closets in a Public School In Chicago. 
that the vent pipe run horizontally. As 1 have understood 
vents should run on a 45-deg. angle in such places, | 
should like to know why this was not done? 
Reedley, Cal ialeaiiedili B. 
We have not been in this particular school aid can 
therefore state that the reason why the vent was run 


horizontally was probably on account of the construction 





DOMESTIC ENGINEERING 267 


ot the building at that point. Jf our questioner had read 
the article on the subject he would have found this state 
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Fig. 2. Wastes and Vents for Double Battery of Closets, 


Recommended for Chicago Public Schools. 
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FOR SINGLE STALLS 





Fig. 3. Waste and Vent for Single Closet, Recommended for 
Chicago Public School. 
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AMERICAN WOMAN TO PLAN HEATING PLANT 
FOR SULTAN’S PALACE. 


\n American woman has been selected to perfect the 
plans for the installation of a modern heating system 1 
the palace of the Sultan of Turkey. Miss Anna Barber 
formerly of Colorado Springs, Colo.. who for the last 
several years has been connected with a large London 
firm engaged in the manutacture ot heating apparatus, ° 
the woman, word of her appointment having just been 
received by her brother in Colorado Springs, savs “The 
Pueblo Chieftain.” Miss Barber years ago determined to 
become a specialist in the study and science of heating 
large buildings, and she was chosen for this work after 
the Sultan had caused inquiries to be made throughout 
the world. The plan of the palace in Constantinople 1s 
exceedingly intricate, as it is one of the largest and most 
magnificent in the world, containing hundreds of halls 
and apartments 
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Among the Wholesalers 


WILL MAKE HEATING AND PLUMBING SPE- 
CIALTIES. 
the Gem Supply Co., Lake Forest, IIl., has been in- 
corporated with a capital stock of $10,000 to manutacture 
heating and plumbing specialties. The incorporators 
ire J. Ek. Fitzgerald, H. C. Thomas and M. G. Thomas. 


->-sS 
WILL DEAL IN PLUMBING SPECIALTIES. 


The Wailliams-Clark Co., has been incorporated with a 
capital stock of $10,000 to deal in plumbing, heating and 
ventilating snecialties. The iIncorporators are George W. 
Clark, A. Williams and Delos H. Williams of Schenec- 
tady, N y 


->-s?> 
WILL MAKE HOT-WATER HEATERS. 


The Eureka Water Heater Co., Chicago, has been incor- 
porated with a capital of $40,000 to manufacture hot-water 


heaters. The incorporators are Ernest A. Peterson, Har 
court W. Boyd and Otto Felding 
t+° 


WILL MAKE HEATING SPECIALTIES. 


The Marvel-Spencer Heating Co., Milwaukee, Wis., has 
heen incorporated with a capital of $10,000 to manufac 
ture heating specialties. The incorporators are John §S 
Brennan, F. H. Meadows and A. Jandrzejewsk1. 

ore 


WILL MANUFACTURE PLUMBING SPECIALTIES. 
The Genesee Engineering Co., Rochester, N. Y., has 
heen incorporated with a capital of $100,000 to manutac- 


ture plumbing specialties. The incorporators are: F, C. 
\Hen, C. Wellman and C. T. Graning, all of Rochester. 
a 


WILL MAKE HEATING GOODS. 


The Ohio Domestic Heater Co., Toledo, O., has been 1n 
corporated with a capital of $20,000 to manufacture heat 
ing goods. The incorporators are: May Heckert Dye, 
\. Heckert, J. W. Cable, Sanford J. Dye and N. J. 
Hieckert. 

~->-?> 


NOW WITH COLUMBUS BRASS CO. 


Ralph Hughes, formerly with the Pittsburgh Sanitary 
\ianutacturing Co., Pittsburgh, Pa., has accepted a posi- 
tion with the Columbus Brass Co., Columbus, ©Q., and 
will in the future call on that company’s jobbing trade 

ee 


MAY BUILD PLANT AT BIRMINGHAM, ALA. 


H. P. Lindsey, of Raynick Mfg. Co., Mohawk, Pa., man 
ufacturers of plumbing specialties, 1s at present in Bir 
mingham,. Ala.. which he has found so attractive that he 
contemplates the establishment* of a manufacturine plant 


il that place to cost about $100,000 
>-—> 


WILL MAKE HEATING SUPPLIES. 


The Rhode Island & Connecticut Heating Co., Kittery, 
Me., has been incorporated with a capital of $300,000, ot 
which $500 is paid in. The company will manutacture 


heating supplies Its officers are: President, Horace 
Mitchell: treasurer, Hiram Thompson, both of Kittery 
+o 


WILL MAKE HEATING SPECIALTIES. 

The Moore Heating and Manufacturing Co., Akron, O., 
has been incorporated with a capital of $10,000 to manu- 
: The incorporators are Be: Bs 

W. Besaw and A. B. Me- 


facture heating specialties. 
\loore. \ 4 Neiswanger, I: 
\llister 

——-s 


WILL MAKE PLUMBERS’ GROUND KEY WORK. 


The Sanitary Co. of America, which was recently in- 
corporated to take over and conduct the business of the 
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Mitchell & Van Meter Co., Linfield and Pottstown, Pa., 
has acquired a plant at Thirteenth and Cumberland streets, 
Philadelphia. The new plant will be devoted to the man 
ufacture of plumbers’ ground key work. 


THE O. H. JONES CO. TO DISCONTINUE 
BUSINESS. 


The O. H. Jones Co., Harttord, Conn., manutacturers 
and dealers in plumbers’ specialties, will end its corporate 
existence and will wind up the business of the corpora- 
tion. Debtors of the company have been requested to 
settle as soon as convenient, and creditors have been re 
quested to present their claims before June 1, 1919. 


SECURES HARROLD FOUNDRY & MACHINE 
CO.’S BUSINESS. 


The Bailey-Farrell Mtg. Co., Pittsburgh, Pa., has made 
an arrangement whereby it comes into possession of the 
plant and business of the Harrold Foundry & Machine 
Co., New Kensington, Pa. Extensive improvements to 
the plant will be made in the near future. 


wontthlethlRiceaceeeanomniess 
CHARLES F. AARON DEAD. 





Charles Fk. Aaron, general manager of the New York 
Leather Belting Co., New York City, died at his home at 
Plaintield, N. J., on Friday evening, March 4, from heart 
failure, following an operation. Mr. Aaron, until last 

















The Late Charles F. Aaron. 


May, was president of the American Supply and Ma. 
chinery Manufacturers’ Association, and at the time of 
his death he was a member of the advisory board of that 
organization. The intelligence of his untimely and un- 
expected death will be felt as a distinct shock by his 
many friends in all parts of the country. He was only 
3 years old. His wife and three children survive him. 
LARGE PREPARATIONS MADE FOR ANNUAL 
MEETING OF JOBBERS OF WROUGHT 
PIPE AND FITTINGS. 

The first annual meeting of the National Association of 
Jobbers of Wrought Pipe and Fittings will be held in 
the Old English Room of the Ft. Pitt Hotel, Pittsburgh. 
March 14, 15 and 16, 1910. Detailed arrangements for 
the convention have been completed by a committee from 
local jobbing circles. of which W. E. Frick, of the Frick 
& Lindsay Co., is chairman. He is being ably assisted 
by Mr. W. T. Todd, of Sommers, Fitler & Todd, and Mr 
Porter, of the Pittsburgh Gage & Supply Co. Just a yea 
ago this association was formed, sessions being held at 
the Ft. Pitt Hotel. The objects of the organization is 
more or less of the “round table” order, for the jobbers 
meet annually to have heart to heart talks with on 
another and advance ideas that will be of benefit to the 
trade. The first list of officers is composed of the follow 
ing: president, A. E. Ford, of Ford & Kendig Co., Phila 
delphia; tirst vice-president, C. H. Simmons, of the Joh 
Simmons Co., New York City; second vice-president, © 
I. Felix, of the Pittsburgh Supply Co., Pittsburgh: trea 
urer, C. G. Cornell, Jr., of Cornell & Underhill, New Yor! 
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advisory secretary, T. James Fernley, Philadelphia, Pa.; 


secretary, Thomas A. Fernley, Philadelphia. 

Executive committee is composed of the following: 
F. M. Sheldon, of Braman, Dow & Co., Boston, Mass.; 
FE. G. Cuyler, of Cuyler & Mohler, Baltimore, Md.; C. V. 
Kellogg, of Kellog-Mackey Co., Chicago, H. R. Boynton, 
of The H. R. Boynton Co., Los Angeles; Samuel H 
Moon, of the Ahrens & Ott Manufacturing Co., Louisville. 
Ky.; J. P. Hartnett, of the L. H. Rumsey Manufacturing 
Co., St. Louis, Mo. 

Plans have been made for the entertainment of be 
tween 300 and 400 members of the trade, many ot whom 
will come from Coast, Gulf and Lake points. Quite a few 
these have sent reservations to the Ft. Pitt already, 
and g number will be accompanied by their wives and 
daughters. Manufacturers have been invited by the local 
committee to meet with the Association during the first 
session, that of Monday, March 14. Trade conditions in 
every aspect will be fully discussed at this gathering, and, 
it is reported, much good is expected to be accomplished 
as a result. The Monday afternoon session will be taken 
up with the business of the association. 

Instead of a banquet, the local committee has arranged 
for a smoker and vaudeville show in the English Room 
for Monday night. Banquets are costly, and a happy solu 
tion has been arrived at by the expense of any entertain 
ment being pro rated. The vaudeville entertainment will 
be the most elaborate ever arranged for private purposes 
in Pittsburgh. 

Tuesday will be occupied by direct business sessions of 
the association, and these will ‘be “closed” as will those 
of Wednesday. Tuesday night, however, a large theater 
party will be given at the Nixon Theater, when Klaw & 
Erlanger will present Adeline Genee in “The Silver Star.’ 
This is one of the most noted attractions that will appear 
in Pittsburgh during the present theatrical season and the 
local committee made haste to make a large reservation 
in advance, 

The election of officers will probably be the last busi 
ness the association will consider Wednesday afternoon. 
On Wednesday morning, however, there will be a num 
ber of sight seeing tours arranged for the visitors 

Mrs. W. T. Todd has already rendered yeoman service 
in planning for the pleasure and entertainment of the 
ladies who will attend with their husbands. Many sur 
prises are in store, which is sufhcient to assure the vis 
itors that they will be royally entertained. 

During the past year, the’general offices of the asso- 
ciation have been maintained at No. 505 Commerce Street, 
Philadelphia. 

Sa 


S. H. V. E. COMMITTEES APPOINTED. 

President J. D. Hoffman, of the American Society of 
Heating and Ventilating Engineers, has appointed the fol 
lowing committees, according to an official announcement 
just issued by Secretary Wm. M. Mackay: 

Committee on Compulsory Legislation: John |. Hale, 
chairman, Chicago; Theo. Weinshank, Indianapolis: H 
W. Whitten, Boston; Fred R. Still, Detroit; H. D. Crane, 
Cincinnati; Frank E. Baker, Oskaloosa, la. 

Committee on Standards: Prof. R. C. Carpenter, chair 
man, Ithaca; J. J. Blackmore, New York; August Kehm, 
Chicago; H. C. Meyer, Jr.. New York: W. W. Macon, 
New York. 

Committee on Tests: Prot. J. R. Allen, chairman, Ann 
Arbor; R. A. Widdicombe, Chicago; Chas. R. Bishop, 
Lockport; C. Teran, New York; Byron T. Gifford, Chi 
cago. 

Committee on Legislation for New York State: D. D 
Kimball, chairman, New York; C. B. Snyder, New York; 
W. W. Mackay, New York; W. W. Macon, New York: 
R. C. Carpenter, Ithaca; Frank K. Chew, New York. 

Committee on Interpret: ste of Constitution: Wm. G 
Snow, chairman, Boston; W. M. Mackay, New York: W1l 
liam Kent, Montclair, N. J.: / E. Kenrick, Brookline, 
Mass.: C. B. J. Snyder, New York; W. F. Wolfe, Phila 
delphia; Frank K. Chew, New York. | 

Committee on Boiler Rating: Edw. D. Densmore, chatr- 
man, Boston: R. P. Bolton, New York: James Mackay, 
Chicago; Jas. A. Donnelly, New York; Ralph Collamore, 
Detroit. 

Committee on Relative Corrosion of Wrought Iron and 
Steel Pipes: T. N. Thomson, chairman, Scranton, Pa 
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Thomas Barwick, New York; Jas. A. Donnelly, New 
York. 

Atmospheric Vacuum Systems: Geo. D. Hoffman, 
chairman, Chicago; D. F. Morgan, Chicago; ©. F. New- 
port, Chicago. 

Mechanical Vacuum Systems: A. M. Feldman, chair- 
man, New York; Henry Adams, Baltimore, Md.; Frank 
Hi. Stevens, (Chicago, UL 

os 


PERSONAL MENTION. 


\dam_ Heltrich, secshhens ol the Peerless Selling Co., 
I-vansville, Ind., has the sympathy of a large circle of 
friends, both in and outside of the trade, on account of the 
death of his wife which occurred Tuesday morning, March 
Sth, at his home in that city. Mrs. Helfrich was in robust 
health until about a week before her death, when it became 
necessary to have an operation pertormed on her toe on 
account of an ingrowing toe nail. Complications follow 
ing caused her demise, which was unexpected, although 
she was in her 67th year. 

Kenneth J. Smith, assistant professor of mechanical 
engineering in the University of Wisconsin, gave an illus 
trated lecture last week in Racine, Wis., on the funda- 
mental principles of combustion as applied to smoke pre 
vention. Nearly all the engineers in the city were in 
attendance and they were unanimous in declaring that 
Prot. Smith’s lecture gave them many valuable pointers 
on how to handle a heating plant 

os 


OBITUARY. 


Jewett A. Prescott, a master plumber of Woodstock, 
Vt.. died a few days ago at the age of thirty years at his 
home in that city. He had been ill but a short time, death 
being caused by pneumonia. He was a native of Thet 
ford, Vt. 

Joseph Hl. Easterday, a member of the plumbing firm of 
kasterday & Co., Charlestown, W. Va., died last week at 
his home in that city in his 77th year. He is survived by 
two sons, William P. Kasterday, who is a member of his 
father’s tirm, and Joseph H. Easterday, Jr., of Baltimore 

tre 


PIONEER MASTER PLUMBER PASSES AWAY. 


James Attlesey, one of the -" le st master plumbers, tf not 
the oldest, in the United States, died at his home in Cincin 
nati, O., on Wednesday, March 2, in his 89th year. His 
wite .died the day betore while he was in a dying condi 
tion, wherefore he was kept in tgnorance of her death 
oth were buried in one grave in Spring Grove Cemetery 
on Friday afternoon, March 4. Mr _ Attlesey was born 
in Soam, Cambershire, England, Dec. 13, 1821, and came 
to America with his grandparents and his tather (his 
mother having died) in 1836. The tamily located at St 
Claitsville, ©. Mr. \ttlesey started to learn the plumb 
ing trade in Wheeling, W. Va., in 1838 and followed his 
employer to Cincinnati in 1840, continuing his apprentice 
ship in his service until 1849, a total term of about eleven 
years. Speaking about his apprenticeship. a few weeks 


ago, Mr. Attlesey said: “The only salary that | received 
for the first year of my apprenticéship was about fifty 
cents a week and my clothes. As [I boarded with my 


employer, Mr. Brooks, | was nominally a lackey, and had 
to do odd chores around the house, take care of the hors: 
and wagon, run errands, fix up my boss’ pipes and drinks 
when he had company and make myself generally usetul 
At no time did I receive to exceed twelve dollars a week, 
and that only for the last year or so of my apprentice 
ship.” Continuing the story of his lite, Mr. Attlesey said 
“[ started in business for myself in 1849, at Nos. 822 and 
624 Vine St., Cincinnati, then known as 322 and 324, and 
bought the present location in 1853, then known as 321 
Vine St., now 819 Vine St., and continued in business 
there until 1895, a period of forty-six years, being reason 
ably successful. In 1895 | transferred my business to my 
son William, who had been of assistance to me in business 
since he started to learn the trade when a boy. He is 
still continuing this old-established business successfully 
in the same place. having recently incorporated it under 
the name of the \ttlesey Dyer Co.” Mr. \ttlesey had 
three children, two sons and a daughter, of which only 
one son, Willhtam Attlesey, survives. 
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THE MIDDLE STATES. 


Che plumbing firm of Stevens & Rowland, Rushville, IIL, 


has moved its establishment to larger quarters in the 
Woolen Mill building on South Congress street. 

C.:‘H. Maloney, Gary, Ind., has secured the contract for 
the installation of a new heating system in the Majestic 
in that town. 

Geo. V. Andrews has purchased the plumbing stock 
and tools of Earle McLuen, Walworth, Wis., and will 
soon open a plumbing and heating business in the Hy- 
man building on North Ayer St., Harvard, III. 

Franklin Plumbing & Heating Co., Hartwell, ©O., has 
been incorporated with a capital of $10,000. The incor- 
porators are Henry George Franklin, Edith J. Hill, Char- 
lotte A. Franklin, James A. Hill 

Swords Bros. Co., Rockford, Ill., has been incorporated 
with a capital of $20,000, to conduct a general plumbing 
and steamfitting business. The incorporators are T. E. 
Swords, John L. Swords, and Ira Dougherty. 

John Martin and Fred Martin are making arrangements 
to opena plumbing establishment at Kankakee, 111 

Business men ot La Porte, Ind., have raised a fund of 
$100,000 to be used for the construction of houses suit 
able tor occupancy by families that are moving to that 
city on account of the large increase of factories there. 
The houses will be equipped with up-to-date plumbing 
systems. 

Fitzpatrick & Hoepfner, Columbus, O., have been 
awarded the contract for installing the heating and plumb- 
Ing systems in the new United States public building, To- 


ledo. O. Consideration, $30,890. 

Zern & Bliss, who conducted a plumbing business at 
Kendallville, Ind.. has dissolved partnership. Mr. Bliss 
retires from the firm on account of poor health Mr 


Zern has admitted Charles Helmuth and Earl Prentice, 
both having been in the firm’s employ tor several years, 
into the firm, and they ill continue the business as 
heretofore. 

W. H. Scanlon has purchased an interest in the plumb- 
no business of Clinton & Son, at East Chicago, Ind. 


—_ 


Sarl Gresley and Thomas Albert have purchased Field 
W Shorb’s plumbing business ae West Sale ts Tuscola, 
Ill. The consideration was in the neighborhood of $3,500 

John Mannix, Jr., Greenville, O., has secured the con- 
tract for the installation of plumbing and heating systems 
in the new St. Clair memorial building. The contract 
amounts to $8,500. 

Fdward Hamilton, Hancock, Mich., has secured the con 
tract for plumbing and heating Peter Halvarson’s new rest 
dence at West Hancock 

The Peck-Hammond Co., Cincinnati, O., has been 
awarded the contract for installing a heating plant in the 
Non-Sectarian Hospital, Mobile, Ala., at $5,800. Architects 
Hutchinson & Garvin, Mobile, Ala., prepared the plans. 

Fred Siefert & Son, 205 N. Glendale Ave., Peoria, IIl., 
have secured the contract for the plumbing and hot-water 
heating systems in the new four-flat building, erected by 
Mr. John Schneider. Consideration, $2,400. 

Edwards Bros., Rockford, Ill., have incorporated their 
plumbing business with a capital stock of $20,000, and are 
now making arrangements to move into larger quarters 
on Seventh St. 

The John Manion Co., Terre Haute, Ind., has been in- 
corporated with a capital of $10,000. The incorporators 
are: John Manion, Thomas Maloney and John J. Manion. 
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The City Council of Cincinnati, O., has appropriated 
$38,000 for the purpose of erecting a public bathhouse in 
that city. Sealed proposals will be asked for in the near 
luture., 

William Sullivan Co., Chicago, has been incorporated 
with a capital of $5,000 to conduct a heating and ventilat- 
ing business. The incorporators are: William Sullivan. 
John EI. Hannan, Henrietta L. McKenna. 

The W. H. Conklin Co., Columbus, O., has been 
awarded the contract for the installation of a new heating 
system in Mrs. E. G. Horn’s apartment building on East 
(say st. 

The plumbing estabiishment of Charles Roberts at 
Ripley, O., was destroyed by fire last week. The loss 
was covered by insurance. 

The White Plumbing & Heating Co., Charleston, IIb, 
has been awarded the contract for the plumbing in the 
new high-school building at Sadorous, Ill. The consider- 
ation 1s $1,000 

John Martin has opened a new plumbing establishment 
on Court St., Kankakee, Ill. He was formerly connected 
with a large plumbing concern in Hammond, [nd. 

Laurence Henschen, Joliet, Ill, has been awarded the 
contract tor the plumbing in the new Woodruff building in 
that city. Phillips & Getschow, Chcago, secured the con 
tract for the heating. 

The Schneider Plumbing Co., Cleveland, O., has secured 
the contract for the plumbing in the Baker Motor Vehicle 
Co.’s new garage at Euclid Ave. and E. 7ist St. in that 
city. 

P. J. Gaffney will soon open a plumbing establishment 
on the East Side, Toledo, O. 

ee 


NOTES FROM THE WEST. 





The Salina Plumbing Co., Salina, Kan., has secured 
the contract for the plumbing and heating of the new col- 
lege gymnasium at Manhattan, Kan. The consideration is 
$27,300. 

The J. C. St. John Plumbing Co., Colorado Springs, 
Colo., has been awarded the contract for installing the 
plumbing and heating systems in the addition of the Elks’ 
home. Consideration, $1,57: 

The Kelly Plumbing Co., Grand Island, Neb., has been 
awarded the contract for remodeling the plumbing in the 
Palmer House in that town. It will take about two 
months to do the job 

Harvey Walker has opened a plumbing establishment 
at Sixth and Broad Sts., Fremont, Neb. 

The Bettendorf Plumbing & Heating Co., Davenport, 
la., has been incorporated with a capital of $10,000. The 
incorporators are J. W. Bettendorf, Osar Wernentin and 
[:dward Wernentin. 

The Eclipse Plumbing Co., Clayton, Mo., has secured 
a c¢ntract for the installation of an up-to-date plumbing 
system in the new residence which Paul Brown, Jr., is 

recting on Hampton place. 

The New Richmond Hardware & Plumbing Co., New 
Richmond, Wis., has been incorporated with a capital of 
$10,000. The incorporators are Van H. Armstrong, 
\sher D. Armstrong, and H. C. Shern. 

The Mason Hardware Co., Webster, la., has secured 
the contract for the installation of an up-to-date plumb 
ing system in Harsley’s new barber shop. 

(homas Moran and Paul Schlauss have formed a part 
nership and opened a plumbing shop at 108 Center St., 
Winona, Minn. 

The H. O. Roberts Co., Minneapolis, Minn., has secured 
a 20-year lease on a building which will be erected at 109 
Second St., S., in that city. The building is to be three 
stories with basement of mill construction and will cost 
$25,000. The Roberts company’s heating and ventilating 
business will be moved into this new building as soon 
as it is completed. 

Roy P. Kerker has moved his plumbing establishment 
to 506 Brady St., Davenport, Ia. 

J. A. S. Linquist has opened an up-to-date plumbing es- 
tablishment at Webster Groves, Mo. He would like to 
receive catalogs from jobbers and manufacturers of 
plumbing and heating goods 
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William Weber has opened a plumbing establishment 
on Manchester Ave., Clayton, Mo. 


The Des Moines Plumbing & Heating Co., Des Moines, 
la., has been awarded the contract for the plumbing and 
heating of the new market house. Consideration, $725. 

The plumbing establishment of Gary P. Coombs, Albia, 
la.. was damaged by fire last week. The loss is placed at 
$1,000, and is covered by insurance. 


Carpenter Co., Marion, la., has been awarded the con 
tract for the plumbing and heating in J. W. Bowman's 
new residence. 

The Burlington Heating Co., burlington, Wis., is ready 
to lay its mains and expects to be ready to furnish heat 
by next September. 

Fred Brewer. Richland Center, Wis., has been awarded 
the contract at the price of $4,249 for the installation ot 
a new heating plant in the new County Normal School 
at Richland Center. 

Martin & Wigman, Green Bay, Wis., have been awarded 
the contract for installing a new heating and ventilating 
system the new Rock county almshouse at Janesville, Wis. 


<> 


SOUTHERN STATES. 





Dan Leonard, Sampson, S$. C., will install a steam- 
heating system in the public school building in that town. 


George McGhan & Sons, Pensacola, Fla., have been 
awarded the contract for the installation of a steam-heat- 
ing system in St. Michael’s church in that city. 


The Palatka Auto and Supply Co., Palatka, Fla., has 
been awarded the contract for the installation of a plumb 
ing system in the new county court-house. 


John Merringer, Louisville, Ky., has moved his plumb- 
ing establishment into his own new building in that 
town. 

Herbrick & Lawrence, Nashville, Tenn., have been 
awarded the contract for the installation of plumbing 
and lighting systems in the Mrs. W. H. Benjamin’s resi- 
dence on Richland Ave. in that city 

Southwood & Mason, Pineville, Ky., have secured the 
contract for the installation of a modern steam-heating 
plant in the First State Bank building. 

Thomas Acres, Jr.. Wheeling, W. Va., has moved his 
plumbing establishmerit from the Rohery building to his 
own building on Short St 

Donnelly & White. Austin, Tex., have been awarded the 
contract for the installation of the heating plant in the 
new public building at Denison for $3,584. 

FE. J. Erbelding, Augusta, Ga., has secured the contract 
for the installation of a heating system in the new fire 
station. Consideration $2,605. 

City Engineer Pierce, New Orleans, La., is at work on 
a new building code for that city. He expects to have it 
ready for submission to the city council at an early date. 
It will contain several important changes in the plumbing 
ordinance, it is stated 

A public-spirited citizen in Bristol, Tenn., has offered 
to bear a considerable part of the expense of erecting a 
public bath-house in that city, and efforts are now being 
made to have the city establish one or more such institu 
tions in the poorer districts in the city 

H. R. Wagner, 106 West Franklin St., Hagerstown, 
Md., has been awarded the contract for the installation of 
an up-to-date plumbing system in Dr. E. A. Wareham's 
residence. The consideration is $2,300. Architect H. E 
Yesler, York, Pa., prepared the plans 

W. E. Morris, Phoebus, Va., has been awarded the con 
tract for the installation of an up-to-date plumbing sys- 
tem in the Bayview Hospital, Baltimore. The consider 
ation is in the neighborhood of $14,000. 


The Modern Plumbing & Heating Co., Houston, Tex., 
has been incorporated with a capital of $10,000. The in- 
corporators are J. E. Fisher, H. H. Fisher and C. A 
Fisher. The new company has opened an _ up-to-date 
plumbing establishment at 910 Fannin St., in that city. 
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Joseph Greenbaum, of Rochester, N. Y., will open a 
tinsmithing and plumbing establishment at Great Bar- 
rington, Mass., in the near future. 

J. R. Sheehan Co., Schenectady, N. Y., has been in 
corporated with a capital of $10,000 to do a plumbing and 
heating business. The incorporators are John R. Shee 
han, 16 So. Center St., S. A. Quinn, Mary G. Sheehan. 
both of 356 Hulett St all of Schenectady, 


Schwartz & Cohen, Brooklyn, N. Y., have incorporated 
their plumbing business with a capital of $3,000. The in 


corporators are: kdward Schwartz, 476 Decatur St 
louis Cohen, 15 ilery St.; Joseph Metselman, 45. | 
lery St., all of Brooklyn. 

Rose & Childs, Ellenville, N. Y.. have recently disposed 
of their plumbing and heating contracting business Lh 
purchaser, Edwin J. Bailey, Jr., has ample means to 
carry on the business as it has been conducted and 
will devote his attention to expanding it W. ( Rose 


has been the active member of the firm for a numbet 
ot vears, and, tor the time being. will devote his atten 


tion to his other varied interests. R. J (Childs, the 
1unior member of the firm. has not been actively en 
gaged in the business for a number of years. he 


sale of this concern has nothing to do with the A. P. 
Du Bois Co. Livingston Manor, N. Y.. of which both 


partners are ofhcers lt is understood that the sale 
price was in the neighborhood of $15,000 the book 
accounts will be collected by Rose & Childs. in lqui- 


dation. 


The M. Kennedy & Henry Calhoun Co., of Troy, 
N. ¥.. has been incorporated to engage in the plumbing 
and heating business, with a capital of $12,000 [he 

| 


incorporators are Michael Kennedy, H. J. Kennedy, both 


ot Trov, and S. Calhoun, Watervliet. 


The Wm. Young Plumbing Co., New York City, has 
been incocporated with a capital stock of $5,000. The in 
corporators are Percy G. Honeyman, 308 West 26th St., 
and Geo. Damino, 228 East 6th St., both of New York 

The plumbers’ union at Poughkeepsie, N. Y., has aske 
for an increase in wages from $3.50 to $4.00 a dav. with 
double pay for overtime and holidays 


>-> — 
PENNSYLVANIA. 

Jos. H. Lessig, Normal Hill, Stroudsburg ‘a., has 
been awarded the contract to install a plumbing system 
in Henry Eilenberger’s house at that place 

Schuler Bros., 76 Hlazel Ave., Wilkesbarre, Pa., have 
heen awarded the contract for the plumbing and heating 
in Armour & Co.’s new branch house at Scranton, Pa 


4 


\ueust Geiger, 510 ith St., Philadelphia, has se- 
ired the contract for the installation of a heating sys- 
tem in the Hebrew Sheltering Home Consideration 
$1,600 


_—« 


R. Allison Miller, Huntingdon, Pas has been awarded 


the plumbing and heating contract of the Myton Ofhce 


and Apartment House. Amount involved, $2,300. Architect 


Walter Myton, Johnstown, Pa., prepared the plans 


Anderson Heating Co., Philadelphia, Pa. has be: 
corporated with a capital of $100,000, under the la 
the State of New Jersey ‘The ImcoOrporators art Vi orti 
mer C. Anderson, H. Adele Anderson and David H. Go 
The Johnstown Engineering Co., Johnstown, Pa., has 
been incorporated to conduct a plumbing, heating and 
ventilating business. The new company has secured off- 
ces in the Ellis building on Washington St. Its officers 
are John N. Horin, president; W. W. Campbell, vice 
president; Robert A. Judy, secretary; Moses Alwine, 
treasurer; and Henry L. DeWitte, general manager. 


The plumbing establishment of Crowe & Stenner at Je: 
sey Shore, Pa., was destroyed by fire Wednesday morning, 
february 9th. As the firm’s entire trade library was de 
stroyed it is very desirous of receiving catalogs and othe 
trade literature from jobbers and manutacturers of plumb 
ing and heating goods. 
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MASSACHUSETTS. 


\fter a three-years controversy with the plumbers’ 
union Joseph P. Vogel & Son, 131 West Brookline 5t., 
Boston, have made their shop a union establishment and 
henceforth will employ none but union workmen. 

The Hancock Veteran Firemen’s Association of Brock 
ton, Mass., has already raised more than $500 toward the 
expense of installing a new heating system in its building 
\s soon as sufficient funds are secured the contract for 
the work will be let 

(;eorge R. Hall & Co., of Marlboro, Mass., have several 
important plumbing contracts in hand at the present time 
They are installing a heating plant in F. R. S. Mildon’s 
new house on Tremont St., Marlboro, and are adding 
to the plumbing system at the state industrial school 
at Southboro, Mass. 

With the change in the management of the Alden Sheet 
Metal Working and Plumbing Co., Brockton, Mass., have 
come important changes in its business arrangements 
Manager B. T. Willis, who has been with the corporation 
for the past 10 years states that the company has secured 


as storage warehouses near the store the old Charles 
Spaulding buildings in the rear of Joslin court. The 
buildings are being altered so that teams can be loaded 
from two doorways. The new treasurer of the company 


is B. C. Doten. 

\ BP. Hannum, Joseph A. West and R. A. Hopkins 
have been appointed a committee to act with the school 
committee of Provincetown, Mass., in procuring estimates 
for heating, ventilating and otherwise improving one of 
the school buildings 


->-o> - 

CONNECTICUT. 
Harry Blakeslee, Thomaston, Conn., 1s moving his 
plumbing business to his new quarters in the Hostord 
block on South Main St. The new place is much more 


conveniently located than his former quarters and in 
addition gives him more room and better facilities for car 
ing for the wants of his increasing patronage. 

Sheehan & Groark, New Haven, Conn., have’ been 
awarded the contract for the plumbing and steam heating 
in the business block at the corner of George St. and 
Congress Ave. in that city for Persky & Starin. The 
structure 1s now being roofed gn 

W. S. Carbury, Waterbury, Conn., has been awarded 
the contract for the installation of up-to-date plumbing 
systems in the following buildings: P. J. Stapleton’s 
new four-tenement house on Cassett St., W. C. Moore’s 
six-tenement block on South Elmer St., Chauncey Seeley 
& Co.’s two new houses on Plaza Ave., and Peter Cough 
lin’s new house on South View St 

|. Hoyt Pease of the Finance committee of the New 
Britain, Conn., school board, has reported that the heat 
ing apparatus at the Burritt school is out of commission 
and recommends that a new system be installed at a cost 
of $8,000. The old plant will be repaired to last until the 
summer vacation, when it is lkely that the new system 
as recommended will be installed. 

Youngs Morgan, Groton, Conn., who is employed as a 
plumber by Newman Brothers, is being hailed by his 
friends as the original lucky man. Recently he narrowly 
escaped both a bad fall and a sealdine with molten lead 
He was on the topmost round of a ladder with a ladle 
of hot lead in his hand when the ladder slipped. In his 
effort to reach the gutter for support he overturned thx 
ladle and the metal struck his cap which protected his 
face sy holding to the gutter he also escaped falling. 

William E. Smith has opened a plumbing establishment 
on Center St., Stratford, Conn. He already has several 
local contracts on hand. 

The Master Plumbers of Derby, Shelton and Ansonia, 
(onn., have decided that hereafter they will charge cart 
age on supplies.’ That means that on every job where it 
is necessary to use a team the plumbers will put the ex 
pense in the bill at the rate of 25 cents an hour. Where 
the team is used less than an hour the charge will be for 
a full hour. The master plumbers say that they have to 
do this in order to get out whole on job. Heretofore 
there has been no charge for cartage 
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The F. & F. C. Booth Co., Stratford, Conn., has secured 
the contract for the plumbing and heating in the new 
addition to the Centre school. 
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MAINE. 





The plumbing and hardware establishment of Fred ¢ 
Park at Orono, Me., was damaged to the extent of 
$6,000 by fire a few days ago. Mr. Park’s home, which is 
in the same building on the floor above the street, was 
also damaged to some extent. The loss was covered by 
insurance. 

The Skowhegan House, Showhegan, Me., is to have 
ten new private bath-rooms instailed on the first and 
second floors. The contract has not yet been awarded, 
but it is believed likely that it will be placed with J. hh 
Cogan & Co., of Augusta, Me. 

a 
VERMONT. 

The contract for installing the new ventilating system 
in the state house at Montpelier, Vt., has been awarded 
to €. S. Blodgett Company of Burlington, Vt., whose bid 
was $31,039. This is $7,000 under the estimate made by 
the architect. The other bidder on the entire job was 
the EK. Rutzler Company of New York, whose bid was 
$49,871 and did not include the extras figured in. Two 
bids were made by Montpelier firms on the plumbing 
alone. The Montpelier Plumbing and Heating company’s 
bid was $2,440 and Peck Brothers was $2,866.15, but 
neither secured a slice of the contract. 

The contract calls for the completion of all inside work 
by June 1 as specified in the legislative act and all outside 
work must be done by July 15. The Blodgett company 
has filed a bond of $11,000 for the faithful performance oj 
the contract. There 1s a penalty clause of $100 a day for 
every day that the contract exceeds the time limit. Work 
has already been started. 

The general scheme of ventilation is through a system 
of tans located in a building to be constructed at the rear 
of the state house and attached to what is known as the 
speaker's building. Here will be located four fans, two 
to drive fresh air, either hot, warm or cool as required. 
through ducts into the building and two to suck the air 
out of the building so as to insure a circulation of pure air 
all the time. 


NEW PLUMBING ORDINANCE FOR NEW 
BRITAIN, CONN. 


Mayor George M. Landers has approved the new plumb 
ing ordinance for the city of New Britain, Conn., recent 
ly adopted by the city council and has affixed his signa- 
ture to this document. The ordinances allow the elimina 
tion of the back vent and other changes suggested bv the 
inaster plumbers. The adoption of the ordinances fol 
lowed a long discussion by the members of the council 
many of whom thought it might be a scheme of the 
master plumbers to secure more work. Plumbing In 
spector August Bergstrom, however. was in favor of the 
ordinances and after making careful investigation recom 
mended that the mayor sign the bill. 
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KENTUCKY PLUMBING BILL PASSED. 

The Kentucky House last week passed the bill of W. A 
Price, of Covington, Ky., providing for the registration of 
plumbers and creating a board of examiners for plumbing 
in cities of the first and second class by a vote of 72 to 2 
The bill provides that the board of examiners of plumbing 
shall consist of four members, two of whom shall bs 
master plumbers and two journeyman plumbers, all of 
whom shall be appointed by the Mayor and approved by 
the General Council. The chief plumbing inspector 0! 
cities of the first and second class shall preside at all 
meetings of the board of examiners. 

ee 

The city council of Providence, R. I., has instructed the 
city solicitor to petition the general assembly for an ac* 
enabling the city to increase its borrowing power for the 
henefit of comfort stations with the end in view of rais 
ing the present available amount of $25,000 to $190.000 


























































































Although it is four weeks since the San Francisco 
Master Plumbers’ Association placed into effect its ruling 
in reference to master plumbers taking sub-contracts 
from general contractors, the fight that was anticipated 
over the enforcement of this measure has not yet devel 
oped and from present indications the nlumbing interests 
have won their point. About the usual number of con 
tracts are now being let and in all of these, with the pos- 
sible exception of one or two, master plumbers have been 
enabled to deal directly with owners. Of course, there 
are plumbers who are not members of the association and 


they can take contracts from general contractors if they 


wish, and may be persuaded to do so, but it is to be noted 
that no member of the master plumbers’ association has 
taken a contract from this source since the commence 
ment of the month. Some of them are still working on 
jobs accepted from general contractors, and there are 
still losses to be feared through the failure of some of 
these, but, generally speaking, the plumbing trade believes 
that it is now on a firm business basis. Just how much 
money has been lost by local plumbers since the fire 
through taking work from unreliable contractors would 
be interesting to know, but it would reach many thou- 
sands of dollars. Many large contractors are favoring 
the plan of the plumbers, stating that it removes, or as 
sists to remove, from the field the unreliable contractor 
whose crude work and erratic business methods has 
brought about an element of unwelcome competition. The 
local plumbing supply houses are also fayoring the idea, 
for they would much rather furnish goods to a man who 
is contracting for work directly with an owner than to a 
man who is accepting a sub-contract from some one who 
may prove unreliable and fail to pay the plumber. 
That many local plumbers are far in arrears with their ac- 
counts with the supply houses and that the credit system 
is slated for a shaking up is‘a fact, but the present rule 
placed into effect by the plumbers is expected to go a 
long way toward solving the credit system. 

The Board of Public Health question in San Francisco, 
that has been occupying the local attention for the past 
month or more, is still undecided and there are still two 
boards with organized forces, each claiming to be the one 
with power to do business. William F. Wilson, a promi- 
nent master plumber, is a member of one and Frank J. 
Klimm, president of the Master Plumbers’ Association of 
San Francisco, Inc., is a member of the new body. Each 
of these plumbers is striving to hold his place, not in 
dividually, but with the different sets of officials with 
which they have been “placed, and nothing but good will 
is manifested in their attempts to retain office. The 
master plumbers’ association is keeping aloof from the 
fight and is not backing up the claims of either of the 
rival plumbers. 

Bids are being invited for the construction of a num- 
ber of large buildings at the army supply depot at Fort 
Mason, San Francisco, and this work will include a large 
amount of plumbing and heating. Included in the work 
will be two large storehouses and in these fire extin 
guishing systems will be installed. Specifications for 
the work may be had by applying to Major Geo. Mck. 
Williamson, QO. M. U. S. A. Bids will be received until 
noon Apr. 1, 1910. 

A large bath-house is being erected by J. C. F. Mitchell 
on Forty-ninth Ave., near B St., San Francisco, and the 
contracts for the work have just been let. The plumbing, 
gas fitting, fresh and salt water service, drainage and fix 
tures are to be installed by George F. Bernard on his bid 
of $13,500. The heating plant will be installed by Man- 
grum & Otter, for $8,695. Next to the Lurline baths this 
bathing place is the largest that has been built 1n the city 
since the fire. 

The H. Williamson Company has secured the plumbing 
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contract for the plumbing work on a five-story building 
being erected on Suiter St., near Van Ness Ave., San 
Krancisco, Cal., by Amelia S. Leszynsky. This 1s to be 
a high-class apartment building. The plumbing work will 
cost $8,300. A low pressure steam heating plant is to be 
installed by H. W. Moffatt & Co. tor $2,825. This system 
will be equipped with oil-burning apparatus 

Frank J. Klimm, San Francisco, Cal., has secured the 
contract for the plumbing work in a building being erected 
by Ruth H. Wolf and Sol Hyman at Bush and Kearny 
Sts., the cost of this work being $1,600 

Ahlbach & Maver, San Francisco, Cal., have been 
awarded a contract tor installing the plumbing for Dr 
Kdmond D. Keeffe in a building being erected for him 
on Fifth Ave., near Parnassus 

James LD. Phelan ts erecting a building on Market St.. 
near Golden Gate Ave., San Francisco, Cal., and phumbing 
contracts tor this will soon be let. 


Baron, Powers & Co., San Francisco, Cal., have secured 
the plumbing contract for the work in a six-story struc 
ture that is being erected by James Campbell on Geary 
St Consideration, $2,625. 

The United Builders’ Supply Co., San Francisco, has 
contracted to install a low-pressure steam-heating and 
hot-water circulating system for a four-story and base 
ment apartment house being erected at California and 
Joice Sts.. by Frederick Hess. This contract is valued at 
$2,030. The plumbing work in this structure is to be done 
by W. S. Snook & Son tor $4,594 


H. W. Herman, Los Angeles, has secured the plumbing 
contract for the work in a six-story building being erected 
there on Fourth St. by |. W. Hellman, to cost $4,949.50. 
The steam-heating system in this structure is to be in 
stalled by Blumve & Jay 

The Edison Co., Santa Barbara, Cal., is to expend $211, 
000 in the extension and tmprovement of the gas plant 
it that place and is now in the market for a large amount 
of pipe. 

S. FF. Butler has sold his plumbing stock at Saratoga 
Cal., and gone to Joaquin Valley, where he intends to 
re-enter the plumbing trade and open a plumbing estab 
lishment in the near tuture 

Pr. J. Sheehy Co., 2001-2007 Emerson St., Berkeley. 
Cai., has been awarded the contract for the plumbing 1: 
Theresa A Williams’ new residence; consideration, $2,246 

A new heating company known as the Hart Heating 
Company has been incorporated in Oakland, Cal., by 
Charles Hart, P. L. Sternberg and C. W. Keith. The cap: 
tal stock of the concern has been placed at $50,000 

The plumbing contract for the new Polytechnic High 
School building to be erected at Pomona, Cal., has been 
let to George & Harris tor $4,590. The heating work in 
this structure will be done by the Machinery & Electric 
Co. for $3,389 

L.. J. Taylor, San Pedro, Cal., has secured the contract 
for the plumbing svstem in the stree-story Elks’ Lodge 
Bldg., at San Pedro. Consideration, $1,570 \rchitects 
Hudson & Munsell, Los Angeles, prepared the plans 

Blumve & Jay, 514 E. 9th St., Los Angeles, have secured 
the contract tor installing the plumbing system in a two 
story residence erected by W. L. Valentine. Considera 
tion, $1,891. Architects Hudson & Munsell, Los Angeles, 
»yrepared the plans. 

A central heating plant ts to be installed at Corvallis, 
Ore., and one is being projected for Eugene, Ore. 

A. M. Goddard, Tacoma, Wash., has secured the con 
tract for the plumbing of the Franklin school in that city: 
consideration, $2,450. The contract for the heating of that 
building was awarded to ©. A. Richardson at $3.716 
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PIG IRON AGAIN LOWER. 


fhe International Steam Pump Co. is in the market 
tor 20,000 tons, tor nearby delivery. A large machinery 
company last week bought about 20,000 tons and a New 
Jersey foundry company has acquired 6,000 tons. The 
buying of pig iron has decidedly improved with the re 
duction in price, and the buying movement will evidently 
go turther. The chief feature of the week is a reduction 
o) 50 cents. The Steel Corporation came to the rescue last 
month but probably will not be in the market for some 
time, according to trustworthy advices. Its blast furnace 
operating ratio, however, is less, being 91% compared 
with 96% earlier in the year Prices are as follows: 
Southern foundry No. 2, Birmingham, $13.50, Northern 
foundry No. 1, New York, $18.75 to $19.00. No. 2 X, 
$18.50 and No. 2 plain, $18.25. Northern foundry No. 2 
in Chicago is as stated above, 50c a ton lower at $18.50 
Basic 1s $16.90 Pittsburg, which includes the 90c freight 
rate 
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LARGE BUYING OF COPPER. 


\c noted in last week's report domestic consumers have 
been purchasing copper with more freedom than any time 
during the last two months The aggregate of sales 
in the last ten days, to domestic consumers alone, was 
not less than 50,000.000 Ibs. The present buying move 
ment has been a peculiar one, tor copper buyers usually 
come in the market and purchase enough for several 
months and then stay out of the market until their sup- 
plies are nearly exhausted In practically every instance, 
the movement has been started by large consumers buy- 


ing treely In the present instance, however, the smaller 
consumers first came in the market, and tor a week their 
takings were important factors. Later, however, the 


larger consumer bought freely. The movement evidently 
is not over and better buying is expected in the near fu- 
ture. Sales, of large lots, which were first made on a 
basis of $13.37'4, have since been made at $13.50, and a 
few transactions have been reported at $13.6214, all of 
these prices being for electrolytic. The Lake market 1s 
firmer and $14 has been paid by domestic consumers 
Some Lake has been shipped abroad which 1s rather an 
Small lots are $14.50 to $15 
ee 


PIG TIN QUIET. 


unusual condition 


Mever, sec- 
retary of the New York Metal Exchange, were favorable 
to holders of the metal but prices quickly declined. Some 
sales were made as low as $32.50, but the market has 
since reacted to $32.90. Some important buyers were in 
the market last week. a manufacturer of electrical sup 
plies purchasing about 50 tons. Small lots are to be had 
at p54 


The statistics of pig tin as compiled by C 
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LEAD PRICES ADVANCING. 


The market is firmer. The independents having se- 
cured all they care to at the lower figures, have now ad- 
vanced their quotations and sales have been made at 
$4.60 New York The bottom price in St. Louis is $4.50 
and, of course, with this difference in price, lead cannot 
be shipped east as the freight rate is 15 cents. It indi- 
cates that prices will shortly be higher in New York. The 
American Smelting and Refining Co. continue to quote 
shipment lead, in 50-ton lots, at $4.70 a hundred Ib. 










SPELTER. 





Prices of spelter have advanced in sympathy with the 
rest of the market and prime western is now held at 
$5.75 to $5.80 New York and $5.60 St. Louis. The market 
shows a decided improvement. 


—— > 
NEW YORK METAL MARKET, MARCH 9. 


Cee, “Ve EU eric koa Sei dae ees . $13.75 
ae es 15.900 
lead ee ee en re ee ee ee ee 4.65 

2.80 


Spelter 


\ntimony, ‘ ookson’s 8 50 
eS ee eee 
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NEW YORK OLD METAL MARKET, MARCH 9. 


Dealers’ buying prices are as tollows 


Hleavy Crucibled copper ..... $11.75-$12.00 


Light Copper ....... Tee eee ee 

Plumbers’ cocks and faucets ....... veer 9.25- 9.50 

lleavy brass . ee ee eee ere err ee 800- 8.50 

meavy t@ad ......... ee aes Ss alae 4.10- 4.15 

Tea lead sepa ; (ee nbd ei seedeunk |e $.00 

Solder joints. . RR reer ee eee Were yo . ts 1.75 
——- 


NEW YORK OLD IRON MARKET. 


Prices continue very unsatistactory and are as follows, 
per gross ton, New York delivery: 
No. 1 yard wrought, long.. ae 
No. 1 yard wrought, short 
Machinery cast ee oy 14.00 to 14.50 
Light iron .... eer ear rrr ) 8.00 to 8.50 
(ast borings ...... PS 9.00 to 9.50 
Wrought turnings | 10.50 to 11.00 
\Wrought pipe and tubes. er ee 13.50 to 14.00 
Stove plate ; FTL Pe 11.00 to 11.50 


$14.00 to $14.50 
13.50 to 14.00 


) Book Review 


WROUGHT-PIPE DRAINAGE SYSTEMS. 


J. J. Cosgrove, one of the most prolific and valued 
contributors to plumbing and sanitary literature, is the 
iuthor of a new work entitled “Wrought-Pipe Drainage 
Systems.” His object is to present the installers of 
iron-pipe systems with all the data concerning the ma- 
terials used in the manufacture and use of wrought pipe, 
methods of manipulation of the pipe, useful information 
for planning the work, a descriptive chapter concerning 
measurements and sketches and instructions for the in- 
stalling of wrought-pipe draining systems. 

The work is written in Mr. Cosgrove’s usual conscien- 
tious and accurate style. It is coniously illustrated and 
is one of those books that every plumber should insist 
on having as a valuable addition to his business literature 
It is published by the Standard Sanitary Mfg. Co., Pitts- 
burgh, Pa., and can be secured either from that company 
or from the book department of “Domestic Engineering.” 
You can secure it for $2.00, postage paid. We will bs 
glad to send it to you. 

slic aaa 

“Domestic Engineering” is reviewed favorably by the 
leading men in the plumbing, heating and ventilating field: 
every week. 

















March 12, 1910. 


With the Makers 


A NEW DRINKING FOUNTAIN. 





The accompanying illustration shows one of the latest 
improvements in drinking fountains, possessing a number 
of marked advantages over the ordinary drinking foun 
tains, at present installed in many localities. From a san 
itary point of view it possesses several ideal qualifications, 
especially for school installations. 

This fountain is made of vitreous china, a body of ware 
noted for its durability. One of the principal features is 

1 bubbling device whereby water is continually kept flow 
ie over the china spout, washing it. By pressing down 
on the china ring, the strength of water-flow can be in 
creased as desired. 

These spouts and rings are also made of nickel-plated 
brass, but the manufacturers of this device claim that the 
china ring 1s superior, as the brass becomes soiled and is 
harder to clean. 

Another important feature is the integral crockery trap. 
This does away with much nolishing and lessens the dan 





A New Drinking Fountain. 


ger of childish hands tampering with the fixture. This 
fountain 1s made to set on concealed brackets and should 
find a ready installation in school, parks, public buildings 
and railway stations. The manufacturers are the Trenton 
Potteries Co., Trenton, N. J., and they will be glad to fur 
nish our readers with illustrated literature concerning this 
new fountain upon request. 
eS _ 


A NEW CUTTING LUBRICANT. 


— 


The Buffalo Oil & Compound Works, Buffalo, N. Y 
manufacturers of screw-cutting compounds, is introducing 
to the plumbing industry a special preparation which 1s 
receiving favorable comments from those who have used 
it. It is a substitute for lard oil, for cutting either 
wrought iron or steel pipe. The manufacturers claim that 
with lowness in cost, it has great efficiency and in 
actual use is calculated to save four-fifths of the general 
cost of cutting lubricants. It is soluble in either cold or 
hot water and when dissolved remains a permanent solu 
tion. It can be used repeatedly and does not deteriorate 
by ageing \nother advantage claimed for it is that it 
will not rust, clog or gum. Those interested in such a 
compound can obtain further particulars from the Buffal 
company 

->-?> 


THE CLEVELAND AUTOMATIC RATCHET. 


The McDonald Bros Co. ! 24 Hickox Bldg., Cleveland, 
)., has just issued an exceedingly attractive set of 6% x 
6'4-1n. cards illustrating and describing in a breezy man 
ner the Cleveland automatic ratchet, which it has just 
placed on the market. From one of these cards we re 
produce herewith a sectional view of this ratchet with 
the description as it appears on the card: “The Cleveland 
automatic ratchet lightens labor, works as simple and 
as child’s play \n operator can save enough time on on 





DOMESTIC ENGINEERING 275 


average job to pay for the tool, after which it returns a 
handsome profit on every job. It is so compactly and 
strongly made that it 1s proof against carelessness. When 
the saving in time, labor and cash afforded by such a 
ratchet 1s compared with crude ratchets one cannot fail 
to arrive at the conclusion that every day he operates 
without a Cleveland automatic ratchet he is refusing the 
opportunity to hghten his labor and fatten his purse.” 







PI 
—. Thrust 


Block 


Compression Spring 


Auger ' Ratchet 





Handle 


j 


Ld Reversing Knob 


Sectional View of the Cleveland Automatic Ratchet. 








Augers, 2 and 2%-in. sizes, are supplied with each ratchet. 

The manufac turers will be glad to send interested parties 

the above-mentioned set of cards with complete details 

upon request mentioning “Domestic Engineering.” 
->-+? 


METAL STATISTICS, 1910. 


“Metal Statistics” 1s issued by the American Metal 
Market Co., New York City, and justifies its name. 
Klaborate statistics on each metal are not presented, but 
from the mass of information available such figures have 
been selected as will prove ot greatest service to the 
average merchant and consumer Those interested in 
such a work can obtain it for 20 cents trom the Amerieat 
Metal Market Co 


>-? 


THE PLUMBING, HEATING & LIGHTING 
ANNUAL, 1910. 


“The Plumbing. Heating & Lighting Annual” tor 1910 
is an English publication and acts as a trade reterence 
book for plumbers, sanitary, heating and lighting eng1 
neers, contractors and architects. *It gives a list of the 
English associations and institutes of the industries 1n 
volved and all their officers and contains a quantity ol 
valuable and interesting heating and ventilating tables 


and several usetul articles on plumbin«e work and watet 
supply. The central part ol the book 1s a diary for 1910 
The size of the work is 8'4x103, in. and contains 158 
pages and can be secured tor $1.50. postage paid lt 46 
published in England by Scott, Greenwood & Son, Lon 
don, and the American agents are 1). Van Nostrand ( 
New York City 
as 
James W. Hillman, 719 S. Spring St., Los Angeles, Cal 


has been awarded ontract for the installation of up-to 
date plumbing in a 6-story office building, now being 
erected for TI. W. Hiliman on W. Fourth St. Considera 
tion $4,949.50. Blumve & Jay Co., 514 FE. 9th St., secured 
the contract for the installation Or a steam heating SVs 
tem, their bid being $3,100. \rchitects Morgan & Wall 
233 N. Main St., prepared the plans 
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PATENTS 


948,590. Suction-pump for cleaning drain-pipes.—Lars 
(). Lundgren, Lakeport, Cal. The claim for this invention 
reads in full as follows: “In a suction pump for drain 
pipes, the combination, with a pump cylinder, a piston, a 
piston-rod having each end torked, a coupling having a 
shoulder fitting the piston and pivotally connecting the 
piston-rod with the piston, and a screw-coupling forming 
an abutment for the piston, of a rubber pipe section hay 
ing a free end, and a pipe tor connecting the screw 
coupling with the rubber pipe.” 

948,657. Tank for water-closets, etc. —George H. Bailey, 
Pittsburg, Pa Among the claims made tor this inven- 


tion the following is probably the most noteworthy: “In 
lushing and like tanks, the combination of a tank, a 
lushing valve fitting in the bottom thereof, an air space 


‘ 
i 
‘ 
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948.748 





forming plate underneath the tank and spaced theretrom 
and held in position by the flushing valve, and a removy 
able hood or jacket comprising a ton, front and ends and 
being open on the bottom and back and fitting over the 
tank and spaced from the front and end walls thereof.” 

948,702. Boiler-check-valve clean-out.—John R. Martin, 
(Clarksville, Tenn. 

948,706. Thread-cutting tool—John B. Phillips, War 
ren, O., assignor to the Borden Co., Warren, ©., a cor 
poration of Ohio. The broadest claim made for this 1n- 
vention is as follows: “In a threading tool for cutting 
tapered threads, in combination with a work-holder, a 
housing movable toward such work-holder, a series of 
radially-arranged chasers, a rotatable plate mounted on 
the housing for engaging all the chasers, said plate hav- 
ing teeth in its periphery, a post having spirally-arranged 
teeth with which the teeth of the chaser-adjusting plate 
engage a rotatable ring mounted on the work-holder and 
held as against longitudinal movement, and means for 
detachably securing said post to said ring, said post hav 
ing a portion whereby it may be turned when released 
from said ring to adjust the position of the chasers and 
the chaser-adjusting plate.” 

948,721 Soap-dispensing machine.—Robert G. Clark, 
Brooklyn, N. Y., assignor to Hygienic Soap Granulator 
Co., a corporation of New Jersey. 
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948.748. Ball-cock.—George E. Van Deusen, Cleveland, 
()., assignor to William A. Van Deusen, Cleveland, O. 
Among the claims made for this invention are the fol- 
lowing: “The combination with a tank, of a supply con- 
nection projectingethereinto and provided at its inner end 
with a valve seat, a valve casing, means for connecting 
said valve casing to said supply connection, a reciprocable 
valve plug in said casing having at each end thereof an 
annular projecting flange adapted to form a cut-off with 
the valve seat, and a float lever pivoted to the valve cas- 
ing and having a projection adapted to engage that end 
of the valve plug which is remote trom the seat and to 
increase the leverage of the float thereon as the float 
rises, substantially as specified.” 

948,798. Auxiliary water-closet seat—John G. Steffee, 
New York, N. Y. One of the claims for this invention 
reads as follows: “A child’s auxiliary seat adapted to be 
imposed on the regular seat of d water closet, said auxil- 
iary seat having an open front and comprising an outer 
sustaining rim; an inwardly and downwardly extending 
seat portion; and a depending rib located intermediate 
the inner and outer edges of the said auxiliary seat, the 
front ends of the said rib converging to terminate at the 
inner edge of the auxiliary seat, at the open front end of 
the said auxiliary seat.” . 

948.876. Flush-valve attachment.—William F. Geiger, 
(Quarryville, Pa. <A flush valve attachment comprising a 
valve, a seat, a stem for the valve, means tor unseating 
the valve, a spring provided with a coiled portion and an 
arm, said arm having a loop in its end surrounding the 
stem of the valve, a rod connected to said arm, a tube to 
which said rod is adjustably connected, and a cap fitted 
over the end of said tube, said cap being slidably mounted 
in a bushing connected to the tank. 

948,902. Pipe-hanger.—Arthur A. Noyes, New York, 
N.Y 








948,706 


948.657 


945,994, Furnace —Raymond H. Vondenbosch, Holly- 
wood, Cal., assignor of one-half to Godfrey Fritz, Los 
Angeles, Cal. 

946,018, Draft-Regulator.—Hantord T. Cornwall, Brock- 
ton, Mass. 

944,584, Threading-die—Munson H. Treadwell, New 
York, N. Y., and Carl P. Astrom, Orange, N. J., assign 
ors to Stoever Foundry & Manufacturing Company, leb- 
anon, Pa., a corporation of Pennsylvania. 

944,586, Lavatory—Benjamin F. Wheeler, Detroit, Mich. 

944,598, Valve—Samuel S. Caskey, Philadelphia, Pa., 
assignor to Caskey Valve Company. Philadelphia, Pa., a 
corporation of New York. 

944,602, Siphon—FTrank A. Decker, Philadelphia, Pa.. 
assignor by mesne assignments, to Decker Electrical 
Manufacturing Company, Wilmington, Del. 

944,984, Steam vacuum-pump—George E. Nye, Chicago, 
lll., assignor to Nye Steam Pump & Machinery Co., Chi- 
cago, Ill., a corporation of Illinois. 

944,909, Pipe-reamer attachment for threaders—George 
Reed, Pittsburg, Pa. 

944.911, Bath-cabinet—Alois B. Renehan, Santa Fe, N. 
Mex. 

944,854, Sanitary toilet-seat cover—Philip Ganzhorn, 
Chicago, II] 











